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COMMITTEE REPORTS ON BILLS WHICH BECAME ACTS 


Bill No. 


HBO0001 
HBO0010 
HBO0058 
HB0075 
HBO0078 
HBO0083 
HBO123 
HBO127 
HBO0130 
HBO135 
HBO139 
HBO192 
HB0200 
HBO281 
HBO0282' 
HB0287 
HB0297 
HB0317 
HB0320 
HB0324 
HB0373 
HB0377 
HB0378 
HB0379 
HB0380 
HB0381 
HB0382 
HB0383 
HB0384 
HB0389 
HBO0401 
HB0422 
HB0475 
HBO0485 
HB0488 
HBO0S507 
HBO0512 
HB0548 
HB0562 
HB0564 
HB0595 
HB0638 
HB0645 
HB0651 
HB0652 
HB0659 
HB0662 
HB0730 
HBO731 
HBO0736 
HBO754 
HBO772 
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REGULAR AND SPECIAL SESSIONS OF 2003 


Act No. 


001 
147 
026 
131 
036 
027 
201 
105 
182 
149 
155 
073 
200 
188 
Sp 4 
150 
063 
119 
186 
145 
194 
157 
158 
159 
160 
161 
162 
163 
164 
044 
117 
198 
094 
166 
167 
199 
204 
088 
062 
070 
222 
193 
176 
114 
003 
028 
102 
097 
171 
133 
037 
038 


Senate 
Committee 
Report No. 

3 
1071, 1397 
1085, 1271 
1067, 1318 
1156, 1548 
1123, 1411 
1305 
1080, 1361 
1173, 1380 
1157, 1265 
1399 
1147, 1224 
1429 
1163, 1342 
1419 
1097, 1266 
1064, 1423 
1130, 1383 
1034, 1333 
1207 
1114, 1226 
1044, 1352 
1045, 1668 
1046, 1669 
1047, 1670 
1048, 1671 
1049, 1672 
1050, 1673 
1051, 1353 
1014, 1547 
1203 
1078, 1354 
1069, 1674 
1038, 1675 
1036, 1676 
1100, 1384 
1145, 1418 
1079, 1355 
1204 
1017 
1400 
1161, 1343 
1052, 1677 
1121, 1228 
1018 
1086, 1427 
1074, 1404 
1401 
1101, 1251 
1159, 1267 
1188, 1551 
1087, 1549 


House 
Committee 


Report No. 


3, 


291, 


36, 
38, 


138, 


22, 


52, 


5 

180, 729 
292, 657 
248, 741 
404, 780 
8, 658 
244, 625 
405, 683 
319, 847 
710 

614 
369, 626 
862 

32, 825 
314, 777 
537, 767 
402, 848 
323, 811 
385, 638 
585 
478, 731 
510, 769 
528, 770 
S11, 771 
512, 753 
513, 772 
514, 754 
515, 773 
516, 774 
185, 751 
586 
469, 800 
470, 651 
133, 632 
134, 633 
540, 799 
722 
345, 628 
568 

311 

613 
350, 664 
448, 682 
520, 793 
569 
266, 652 
325, 749 
531, 623 
48, 624 
86, 795 
293, 643 
690 


Conference 
Committee 


Report No. 


16 


26 


20 


Senate House Conference 


Committee Committee : Committee 
Bill No. Act No. Report No. Report No. Report No. 
HB0773 : 039 1088, 1550 691 
HB0807 071 1185, 1268 330, 794 18 
HB0808 120 1179, 1345 532, 863 143 
HB0814 004 1058 198, 645 
HBO0815 005 1059 199, 646 
HB0818 031 1089, 1552 298, 647 
HB0857 221 . 1028, 1371 504, 834 
HBO0914 202 1119, 1229 338, 798 42 
HB0939 168 1040, 1678 135, 634 
HBO0980 146 1205 712 9 
HB1010 072 1094, 1269 581 23 
HB1022 006 1061 . 579 
HB1076 089 1206 687 
HB1077 002 1033, 1077 720 
HB1111 058 1019, 1373 434, 822 33 
HB1116 065 1030, 1374 300, 809 
HB1152 178 1421 717 140° 
HB1154 115 1020, 1375 702 25 
HB1155 074 1056, 1367 260, 629 
HB1157 121 1111, 1396 320, 650 5 
HB1160 129 1402 590 
HB1161 079 1233 577 
HB1163 128 1160, 1321 85, 630 ; 
HB1164 212 1348 272, 662 49 
HB1165 124 1307 88, 557, 674 15 
HAB1172 017 1234 576 
HB1175 187 1138, 1417 457, 776 138 
HB1198 061 1112, 1230 316, 737 
HB1212 075 1341 90, 366, 812 
HB1214 082 1125, 1231 308, 788 14 
HB1217 151 1128, 1232 589 10 
HB1220 007 1062 355, 804 
HB1230 213 1198, 1407 278, 839 24 
HB1255 195 1066, 1376 201, 648 34 
HB1276 008 1073 263, 605 
HB1285 104 1126, 1315 222, 738 6 
HB1300 183 1180, 1346 416, 864 144 
HB1302 009 1031 161, 675 
HB1303 152 1057, 1377 63, 424, 676 29 
HB1307 034 1215 108, 606 
HB1328 132 1306 227, 726 
HB1361 191 1200, 1322 497, 744 35 
HB1362 169 1041, 1337 136, 635 47 
HB1453 029 1116, 1272 498, 601 
HB1465 153 1167, 1324 229, 785 48 
HB1509 059 1063, 1415 375, 857 39 
HB1564 170 1037, 1679 381, 639 
HB1572 030 1189, 1270 103, 387, 746 
HB1594 081 1273 620 
HB1607 112 1209 130, 727 
SB0003 175 : 464, 807 1009, 1675 
SB0042 054 578 1029, 1328 
SB0051 018 642 969, 1338 
SB0058 214 168, 671 1046, 1506 121 
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Bill No. 


SB0069 
SB0078 
SB0088 
SB0205 
SB0254 
SB0255* 
SB0295 
SB0317* 
SB0337 
SB0345 
SB0363 
SB0368 
S$B0373 
SB0377 
SB0394 
SB0402 
SB0528 
SB0538 
SB0550 
SB0552 
SB0554 
SB0562 
SB0574 
SB0582 
SB0585 
SB0614 
SB0616 
SB0617 
SB0637 
SB0665 
SB0685 
SB0687 
SB0745* 
SB0768* 
$B0773 
SB0787 
SB0789 
SB0830 
SB0837 
SB0843 
SB0855 


SB0931 


SB0933 
SB0946 
SB0975 
SB1034 
SB1040 
SB1050 
SB1051 
SB1058 
SB1068 
SB1075 
SB1077 
SB1107 
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Act No. 


078 
196 
045 
108 
218 
Sp 5 
084 
Sp 1 
189 
067 
040 
019 
053 
100 
080 
181 
154 
047 
020 
— 086 
010 
021 
205 
116 
057 
125 
033 
190 
192 
206 
023 
109 
Sp 2 
Sp 6 
219 
024 
111 
095 
148 
035 
207 
060 
068 
099 
144 
090 
113 
101 
180 
208 
165 
076 
055 
048 


Senate 
Committee 


Report No. 


28, 


579 
208, 987 
972 
541, 719 
623, 873 
576, 772 
748 
253, 884 
320, 674 
285, 608 
650 

591 

609 

2, 957 
583 
479, 681 
289, 891 
601 
162, 613 
246, 629 
268 
104, 610 
224, 795 
825 

826 
273, 796 
593 

594 
345, 836 
788 

595 

789 
385, 961 
329, 724 
523, 725 
405, 726 
414, 727 
596 

875 
444, 782 
88, 922 
333, 993 
25 

12, 988 
877 
438, 925 
207, 774 
260, 899 
112, 783 
604 
472, 812 
977 


585" 
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House 
Committee 


Report No. 
1265 
987, 1502 
1055, 1428 
1124, 1271 
1418 
1088, 1332 
1182 
975, 1481 
1118, 1282 
885, 1222 
906, 1274 
1257 
972, 1501 
1059, 1492 
1162 
1111, 1335 
980, 1449 
1087, 1440 
1048, 1284 
981, 1426 
1158 
884, 1340 
950, 1431 
1375 
1022, 1341 
1414 
1184 
1673 
1036, 1442 
1076, 1429 
1183 
1163 
1073, 1443 
1085, 1273 
1089, 1336 
1260 
1084, 1267 
907, 1122, 1505 
917, 1123, 1450 
903, 1095, 1380 
916, 1151, 1498 
1125, 1490 
1315 
994, 1500 
923, 1119, 1451 
1131, 1461 
921, 1026, 1475 
1057, 1482 
997, 1504 
951 
989, 1444 
1415 
960, 1452 
1316 


Conference 
Committee 


Report No. 


77 
93 
71. 
51 
102 


118 


122 
91 


116 
83 

108 
104. 


62 


145 
109 
146 


127 
68 
60 


105 
66 
54 
64 
72 
115 
81 
103 
59 


Senate House Conference 


Committee Committee Committee 

Bill No. Act No. Report No. Report No. Report No. 
$B1134 216 40, 940 1378 85 
SB1139 041 43, 700 1038, 1280 

SB1154 042 194, 943 1101, 1283 

SB1156 217 195, 944 910, 1139, 1473 

S$B1163 106 135 1656 

SB1200 209 605 1185 52 
$B1201 126 261, 745 1317 65 
$B1234 069 462, 632 1411 

SB1241 107 66, 815 1074, 1465 

SB1255 049 204, 926 1050, 1276 

$B1256 011 269 1102, 1285 

SB1258 091 393, 716 1261 95 
$B1260 012 871 1259 

$B1261 051 484, 902 973, 1433 

$B1262 052 876 962, 1457 92 
$B1267 077 355 1002, 1427 55 
SB1270 013 757 1188 

SB1274 064 ; 978 1410 56 
SB1275 066 979 1674 

S$B1279 177 240, 817 1137, 1268 112 
SB1281 093 872 915, 1453 

SB1286 092 433, 847 ; 919, 1024, 1434 106 
SB1305° 215, Sp 3 827 1424 119 
$B1306 050 606 1004, 1277 

SB1309 118 417, 732 881, 1439 80 
SB1311 179 912 1422 

$B1312 134 418, 733 882, 1333 67 
SB1319 210 587 905, 1107, 1447 58 
SB1321 197 71, 746 927, 1052, 1458 113 
SB1324 211 980 959, 1330 69 
S$B1326 220 764 1417 ; 
SB1332 122 491, 955 1082, 1477 100 
SB1333 123 44, 703 1083, 1496 87 
S$B1334 110 573 1262 

SB1352 098 217, 849 948, 1040, 1437 75 
SB1353 022 218, 850 1224 

SB1361 056 473, 747 1145, 1226 

8B1373 103 530, 734 883, 1471 

$B1393 083 55, 704 904, 1120, 1459 128 
SB1394 172 577, 834 1376 

SB1395 135 829 1377 63 
SB1396 014 830 1327 

$B1397 173 831 1021, 1435 

S$B1400 136 913 1421 

SB1403 127 : 602 964, 1472 96 
SB1405 046 647 1032, 1331 

SB1406 015 648 970, 1339 

SB1407 032 649 971, 1425 

SB1410 130 236, 705 890, 1445 

SB1413 043 198, 706 1263 

SB1415 016 155, 618 1027, 1286 

SB1423 156 219, 852 988, 1446 16 
SB1438 137 419, 735 1318 129 
$B1i439 138 337, 736 1319 130 
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Senate House Conference 


Committee Committee Committee 
Bill No. Act No. Report No. Report No. Report No. 
SB1440 139 338, 737 1320 98 
SB1441 140 339, 738 1321 99 
SB1442 141 340, 739 1322 131 
SB1443 142 341, 740 1323 78 
SB1444 143 451, 741 1324 79 
SB1446 174 474, 963 1068, 1455 ; 114 
SB1469 025 539, 634 1258 
SB1492 185 768 952, 1430 70 
SB1496 096 129, 930° 1416 97 
SB1505 085 641 1148, 1466 82 
SB1594 184 132, 619 1028, 1503 
SB1630 087 590 1187 53 
SB1700 203 503, 689 1129, 1464 124 

Notes 


1. Vetoed bill overridden in special session. 

2. See also Senate Floor Amendment 12 and House Floor Amendment 15 (CD2). 
3. See also Senate Floor Amendment 13 and House Floor Amendment 16 (CD2). 
4. Vetoed bill overriden in special session. 

5. Item vetoed; overriden in special session. 
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TABLES SHOWING EFFECT OF ACTS 


Twenty-Second State Legislature 
2003 Regular and Special Sessions 




















Key: Am = Amended — = Section number 
N = New to be assigned in 
R = Repealed HRS Supplement 
Sp = Special Session 
A. SECTIONS OF HAWAII REVISED STATUTES (HRS) AFFECTED 
HRS Affected HRS Affected 
Section No. Effect By Act No. | Section No. Effect By Act No. 
Volume 1 76-16 Am 187 
78-__ N 24 
1-28.5 Am 74 | 7g N 40 
6E-__ (3 secs) N 104 | 7g N 95 
6E-__. N 59 } 78-__ N 108 
(6 secs, pt —_) 78-__ N 150 
6E-11, 13, 43.6 _ Am 104 | 78. (2 secs) N 109 
10-__ N 42 | 78-23 Am 109 
10- N 217 | 84-17 Am 187 
10-17 Am 9 | 87A-1 Am 152 
M1-__ N 37 | 87A-23, 33 Am 111 
11-1.5, 1.6 Am 117 | gg. N 134 
11-2 Am 8 | gg__ N 199 
11-2.5 Am 117 | 38-3 Am 118 
11-136 Am 23 | 88-21 Am 199 
11-192 Am 117 | 88-29 Am 118 
22-__ N 8 | 88-42.5, 43 Am 119 
23-___ (2 secs) N Sp 4 | 88-47 Am 121 
26-__ N 122 | 98-73, 74, 81 Am 118 
26-14, 18 Am 92 | 38-83 Am 182 
26-51, 52 Am 122 | 88-281 Am 199 
26-53 Am 122 | 38-283 Am 182 
187 | 89-11 Am Sp 6 
26-54 Am 122 | 99-13 Am 
26H-4 Am 97 | 9f-__ N 16 
28-__ N 196 | 91-9, 10 Am 16 
28-__ N 63 | 92-28 Am 210 
(I sec, pt ___) 93-15 Am 28 
28-14 R 177 | 103-8.5 Am 178 
28-15 Am 177 213 
28-122 to 124 R 192 | 103-10 Am 51 
36-27 Am 3 | 103D-__ N 52 
177 | 103D-102 Am 9 
178 | 103D-104 Am 51 
179 | 103D-206, 303, 304, Am 52 
198 310, 701 
36-30 Am 177 | 103D-1007 R 52 
"179 | 103F-101 Am 9 
198 | 109-__ N 102 
213 
36-35, 36 Am 188 
41D-1 Am 212 yolume 2 
125C-7 R 178 
Volume 2 145-21 to 23, 25 Am 20 
147-__ N 49 
46-__ N 84 | 147-__ N 49 
46-__ N 144 (5 secs, pt __) 
46-1.5 Am 84 | 147-__ N 49 
46-11 Am 3 (7 secs, pt __) 
47-7 Am 38 | 147-75 R 49 
49-4 Am 39 
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HRS 


Section No. Effect 


147-10, 34, 64, 93, 97 Am 





c 147, pt. VIL Am 
(heading) 
147-101 — Am 
150-2 R 
150-21, 22 Am 
150A-6 Am 
150A-6.1 Am 
150A-6.3 Am 
150A-9.5 Am 
163D-3 Am 
171-__ N 
171-1 Am 
171-2 Am 
171-19 Am 
171-19.5 Am 
171-50 Am 
171-59 Am 
174C-7 ; Am 
183C-7 Am 
189-2 Am 
195D-___ N 
195D-2, 21, 22, 24, 25 Am 
196-___. N 
200-___ N 
Volume 4 
201-. N 
201-15 R 
201-62.5 R 
201-106 R 
201B-2, 3 Am 
201G-__ N 
201G-2, 143 Am 
201G-152 Am 
c 201G, pt II R 
(subpt I heading) 
201G-341, 343 to 345 R 
201G-401 to 403 R 
(pt I, subpt N) 
201G-422 R 
202-__ N 
202-2 Am 
205-___ N 
210-3 R 
211E-2 R 
211F-__ N 
211F-5 R 
225M-5 R 
225M-6 Am 
226-2 Am 
231-__ N 
231-3 Am 
231-23 Am 
235-__ N 
235- N 
235-2.3, 2.4 Am 
235-2.45 Am 
235-7 Am 
235-16 R 
235-68 Am 
235-97, 98 Am 
235-102.5 Am 
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Affected 
By Act No. 







237-1 Am 
237-8.5 R 
237-13 Am 


237-16 R 
237-18, 24.3 : Am 
237-28.2 R 
237D-6.5 Am 
238-2.3 Am 
238-2.5 R 
238-6 Am 
239-6 Am 
245-__ N 
245-3 Am 
245-26, 41 Am 
245-51, 52, 54, 55 Am 
247-3 Am 
248-2.5 R 


Volume 5 


261-__ 
269-__ 
269-16.6 
269-16.7 
269-54 

281-__ 
281-17 


281-33.1, 33.5 
281-101.5 
286-__ 
286-__ 
286-41 

286-57 
286-111 
286-136 
286-236 


Peeee ere PAPAPAZ 
Besss BS 8 83 38 


286-238 

286-239 

286-271 

290-11 

291-__ 

291-51, 51.6, 52 to 
52.7, 55 to 57 

291C-__ 

291C-1 


Am 
Am 
Am 
Am 
N 
Am 
N 
Am 
291C-26 Am 
291C-135 Am 
291C-165 Am 
291C-165.5 Am 
291D-6 Am 
291E-__ N 
291E-4 Am 
291E-21 Am 
291E-39 Am 
291E-44 Am 
291E-61, 62 Am 
302A-___ N 
302A-___ (2 secs) N 
302A-___ N 
(4 secs, pt __) 
302A-101 Am 


Affected 


Effect By Act No. 






HRS 
Section No. 











302A-412, 438 Am 
302A-604 Am 
302A-604.5 Am 
302A-621 Am 
302A-803 Am 
302A-807 Am 
302A-808 Am 
302A-1128 Am 
302A-1130 Am 
302A-1134 Am 
302A-1153 Am 
302A-1181, 1182, Am 
1185 to 1188, 
1191, 1302 
302A-1308 Am 
302A-1312 Am 
302A-1502.5 R 
302A-1505 Am 
304-__ N 
304-___ N 
(6 secs, pt __) 
304-20 Am 
312-3.6 Am 
Volume 6 
321-__ N 
321-15 Am 
321-15.6 Am 
321-45 Am 
321-222, 224 Am 
321-226 Am 
321-228, 230 Am 
327-__ Am 
328-1, 16, 17.6, 17.7, Am 
91, 92 
328-93 R 
328-94, 96 Am 
328L-2 Am 
329-14, 16, 18, 20, 22, Am 
32, 38, 61, 65 
333F-1, 22 Am 
334-5 Am 
343-3 Am 
Volume 7 
346-16, 17 Am 
346-19.6 R 
346-19.7 Am 
346-59.8 Am 
346-71 Am 
346-151, 154 Am 
349-2 Am 
352-1, 5.5 Am 
353-16.35 Am 
353-65 Am 
353C-5 Am 
363-__ N 
371-__ N 
378-__. N 
(4 secs, pt __) 
378-2.5 Am 
383-1 Am 


Affected 


Effect By Act No. 





HRS 
Section No. 


Effect 


383-7 Am 
383-29 Am 
386-1 Am 
386-200 Am 
390-1, 2, 5 to7 Am 
392-5 Am 
393-7 Am 
397-5, 5.5 Am 
398-1 Am 
398-4 Am 
Volume 8 

412:5-205.5, 205.6 Am 
412:6-200 Am 
412:7-200 Am 
412:8-200 Am 
412:9-400 Am 
414-53 Am 
414-273 R 
414-310, 311.6, 315, Am 

401, 402, 404, 422, 

433, 437, 440, 451, 

461, 462, 472 
414D-____ N 
414D-__ N 
414D-3, 5, 6, 8, 11, 14, Am 

32, 33, 61 
414D-63 R 
414D-64 Am 
414D-71, 74 Am 
414D-115 Am 
414D-167 Am 
414D-184, 201.5, 203 Am 
414D-209 R 
414D-248, 249, 251, Am 

273, 274, 277, 280, 

283, 284, 308 
415A-8.5 Am 
415A-16.7 R 
415A-22 Am 
421-4, 22 Am 
421C-11, 11.5 Am 
421I-___ N 
425-1, 1.5, 9, 14, 21, Am 

154, 156, 159, 163, 

164 
425-194 R 
425-196 Am 
425-201, 202, 204 Am 
ec 425D R 
425D-111, 203.6, 204, Am 

206, 902, 906.5, 

906.6 
425D-1112 R 
425D-1201, 1202, Am 

1204 
428-___ N 
428-105.5 Am 
428-107, 109, 110,206 Am 
428-901 Am 
428-901.5, 903, 905, Am 

1002, 1006 
428-1010 R 


Affected 
By Act No. 








HRS 


Effect 


Section No. 
Volume 9 
431:1-209 Am 
431:2-201 Am 
431:2-216 Am 
431:2-304 (heading) Am 
431:2-308 Am 
431:3-204, 205, 212, Am 
301, 302, 306.5, 
401 to 403, 406, 
408 
431:3A-102, 201, 302 Am 
431:4-105, 232, 314, Am 
403, 405 
431:5-203, 301, 307 Am 
431:7-201, 202 Am 
431:8-201, 205, 208, Am 
307, 313, 315 to 318 
c 431, Art 9 (heading) Am 
431:9-229 Am 
431:9-235 Am 
431:9A-____ N 
431:9A-___ N 
(10 secs, pt __) 
431:9A-101 Am 
431:9A-102 Am 
431:9A-103 to 108, 109 Am 
431:9A-112 Am 
431:9A-124, 126, 129, Am 
142 
431:9C-102, 103 Am 
431:10A-__ N 
431:10A-116.5 Am 
431:10A-116.6, 116.7 Am 
431:10A-118, 120, Am 
206.5, 301, 404, 
406, 602 
431:10B-104 Am 
431:10C-119, 215, 405 Am 
431:10D-104, 208, 305, Am 
408, 409, 507, 508 
431:10H-112, 115,117, Am 
220, 221 
431:11-103 Am 
431:11A-101 Am 
431:12-101, 102, 107, Am 
109 
431:13-103 Am 
431:13-104 Am 
431:13-108, 201, 203 Am 
431:15-308, 311, 324 Am 
431:16-103, 115, 203, Am 
218 
431:19-101 Am 
431:19-101.5 Am 
431:19-102, 104 to 106 Am 
431:19-106.5 Am 
431:19-107 Am 
431:19-109 Am 
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Affected HRS 
By Act No. 








Affected 


Section No. Effect By Act No. 
431:19-110 Am 208 
431:19-111.5, 115 Am 209 
431:20-103 Am 212 
431:21-104, 106 Am 212 
431M-1 Am 197 
431M-2 Am 212 
431M-4, 5 Am 197 
432:1-__ N 125 
432:1-102 Am 3 
432:1-404, 604 Am 212 
432:2-609 Am 212 
432C-1 Am 212 
432D-__ N 125 
432D-5, 7, 9 Am 212 
432D-19 Am 3 
432E-4 Am 114 
432E-11 Amn 212 
Volume 10 

436B-15.5 Am 210 
436B-19.6 Am 133 
436C-___ (2 secs) N 133 
436C-1, 2 Am 133 
437-___ (2 secs) N 126 
437-1 Am 126 
437-1.1 Am 67 

126 
437-2, 6, 7, 23, 28,29, Am 126 

35, 35.5 
437D-8.5 Am 155 
444-23.5 Am 3 
445-112 Am 194 
457- N 198 
457-8.6 Am 3 
457-9 Am 133 
457G-1, 1.5, 2 Am 97 
4571G-2.5 R 97 
461-1 Am 201 
463-9 Am 95 
465-7, 7.6 Am 79 
466-5 Am 129 
466J-8 Am 133 
Volume 11 

476-8 Am 212 
476-26 Am 45 
480-14 Am 13 
480F-4 Am 222 
482-__ N 124 
c 482 (heading) Am 124 
c 482, pt I (heading) Am 124 
482-1, 2 Am 124 
482-3 Am 124 

210 
482-4 to 8 Am 124 
482-8.5 Am 124 

210 
482-9 Am 124 
482-10 to 12 R 124 
482-21 to 25, 28, 29, Am 124 

36 

485-1 Am 17 
485-14.5 Am 212 
486P-___ (4 secs) N 77 






HRS 
Section No. 


486P-1, 3 Am 
Volume 12 
501-33 Am 
502-8 Am 
514A-82.1 Am 
514A-90 Am 
516-1 Am 
c 520A N 
521-52 Am 
523A-18 Am 
523A-23 R 
523A-23.5 Am 
571-2, 34 Am 
571-88 Am 
Volume 13 
601-3 Am 
601-3.7 Am 
601-17 Am 
602-2, 52 Am 
603-5 Am 
604-2.5 Am 
605-1 Am 
607-__ N 
607-4 Am 
607-5 Am 
607-5.6 : Am 
608-1.5 Am 
662-___ N 
662D-__ N 






Affected 


Effect By Act No. 
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HRS Affected 

Section No. Effect By Act No. 
663-__ N 69 

(2 secs, pt __) 
663-__ N 82 
(2 secs, pt __) 
663-15.5 Am 146 
667-__ N 89 
669-1 Am 73 
671-___ (2 secs) N 211 
671-3 Am 114 
671-16, 18 Am 211 
675-3 Am 177 
Volume 14 

706-606.4 Am 3 
706-662 Am 33 
707-__ N 66 
707-702 Am 64 
707-712.5 Am 66 
707-730, 732 Am 62 
708-820, 821 Am 19 
708-890 Am 3 
711-1100, 1101 Am 48 
711-1106.4, 1106.5 Am 68 
711-1110.9, 1111 Am 48 
712-1249.6 Am 70 
712A-16 Am 63 
831-2 Am 150 
831-3, 3.1 Am 95 
846-__ N 95 
846-41 to 45, pt II R 95 
846-51 Am 33 
846E-1 to 4, 6 Am 62 
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B. SESSION LAWS OF HAWAII AFFECTED 








S.L.H. Affected S.L.H. Affected 
No. Effect By Act No. | No. Effect By Act No. 
Laws 1981 1st Sp Act 181 Am 160 
Act 1 Am 200 Act 279 Am 157 
Laws 1982 Act 281 Am 161 
Act 264 Am 200 Act 291 Am 162 
Laws 1983 Act 292 Am 159 
Act 301 Am 200 Act 293 Am 158 
Laws 1984 Act 296 Am 165 
Act 285 Am 200 | Laws 2000 
Laws 1985 Act 39 Am 80 
Act 300 Am 200 Act 188 An 96 
Laws 1986 Act 192 Am 11 
Act 345 Am 200 Act 213 Am 131 
Laws 1987 Act 243 Am 197 
Act 216 Am 200 Act 281 Am 200 
Laws 1988 Act 292 Am 110 
Act 390 Am 200 | Laws 2001 
Laws 1989 Act 132 Am 128 
Act 316 Am 200 Act 144 Am 43 
Laws 1990 Act 163 Am 3 
Act 299 Am 200 Act 213 Am ; 91 
Laws 1991 Act 259 Am 200 
Act 296 Am 200 218 
Laws 1992 - Act 273 Am 95 
Act 300 Am 200 98 
Laws 1993 : Act 309 Am 214 
Act 289 Am 200 | Laws 2001 2nd Sp ; 
Laws 1994 Act 1 Am 62 
Act 252 Am 200 | Laws 2001 3d Sp 
Laws 1995 Act 3 : Am 200 
Act 218 Am 200 218 
Laws 1996 Laws 2002 
Act 287 Am 200 Act 39 Am 3 
Laws 1997 178 
Act 328 Am 200 212 
Act 376 R 42 Act 72 Am 3 
Laws 1998 Act 74 Am 3 
Act 101 Am 11 Act 75 Am 191 
Act 116 Am 200 Act 77 Am 3 
Act 142 : Am 178 Act 112 Am 43 
Act 176 Am 91 Act 130 Am 3 
Laws 1999 Act 160 Am 3 
Act 88 Am 88 Act 176 Am 3 
Act 91 Am 200 Act 177 Am 200 
Act 117 Am 91 218 
Act 121 Am 197 Act 192 An 3 
Act 163 Am 178 Act 219 Am 128 
Act 179 Am 164 Act 224 Am 3 
Act. 180 Am 163 Act 226 Am 3 
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GENERAL INDEX 
2003 Regular and Special Sessions 


ABANDONED PROPERTY 


Administrative and operational expenses of program .............cccecececeeececeeeees 
Publication; Of Notice! 21: <2. sa. ieviw ico celaaidals sadecnidenae onanenae babs odeeoeeee bee rosweda ls 


ACCOUNTANTS 


Licensing examination; format and schedule ................c.c0cceceeeececcecceececeees 


ACCOUNTING AND GENERAL SERVICES 


Campaign spending commission; transfer to department ................0.cceceeeeeeeee 
Office of elections and elections appointment and review panel; transfer to 

GepartMent \iiiac2 digs ourhesetotese bans ceases heeds utae deans saseoeetes ndieeeddaat eoelented 
Purchase of goods and services 

awarding contracts; amendments ............. 0. cccceeeccccceccccceevccccceccaccecnnnee 

payment by government procurement cards ............0.cccccecececeececeuceeeaeeess 
School maintenance and repair .......... 0... cc cceeeeeecccccceseceeeeccucncneusucueusaees 
Stadium special fund; appropriation from ...............0.0cecececececececucesccceees 
State motor pool revolving fund; appropriation from ...............0.ccecececeeeeeeees 
State parking revolving fund; appropriations from 





ACTIONS 


Antitrust class actions; damages ...............ccccececeeucecececesusesucuceceeeeeenenens 
Claims against the State 

APPLOPMAtiONS’ 2 ..\.aiar'e sain de eciedvarctsd bo vussmawae od Upuavacel vada be dese gedansethertiaianes 

claims against the University of Hawaii; appropriation ................0.ccceceeeeees 

duty to warn of dangerous natural conditions ................ccccsescecececececeeuees 

Skateboarding parks ........ 0.0... cc cccececeneeceeeeesesesesuecceeceveusucncusueeaeuens 
Contested case hearings; use of mediation to settle disputes ..................0.0ce0e0s 
Court fees for filings in civil actions; judiciary computer system surcharge .......... 
Dependent elder abuse; civil actions ..............c.cccceecccecccecccecseevaesuusenneees 
Drinking by minors; liability of adult for injuries or damages 
Foreclosure appeals 2.2... 00.00... ceceeececcec eee teseneteseeceescusensenes 
Health insurance fraud 
Landowner’s liability; immunity for invasive species control and eradication ........ 
Litigation settlement clearance account; appropriation from ...............ccceeeeeeeee 
Medical torts against health care providers; mediation; tolling statute of 

Limitations: 2 tees enieicitiewaiatsasd de daewsustadseeaugt exces bpcsnenes Cashatersesmueaupeeenat 
Nonprofit corporations; indemnification of directors ...............ceececeseseeeeeeeees 
Public lands; dangers from outdoor recreation ............20..cccceesccesceecsceuseeuccs 
Quiet title actions; accreted lands ...............ceeeee eens 
Release of joint tortfeasors and co-obligors; amendments 
Safe harbor agreements and habitat conservation plans; citizen suits .................. 
Skateboarding parks; state and county immunities for injuries and damages .......... 
Social host liability; underage drinking .................ccccccccccececceceacucuceneneese 
University of Hawaii 

indemnification of third parties ....... 0.0.0... c cece ccccceec eee ceeusucucncneusueuens 

risk Management Program .............cececeeeececeeteceeeuseuccseecucusecucenenenecs 









AGED PERSONS 


Abuse, neglect, or economic exploitation of elderly persons 
adult residential care home investigations ................ecescesececeveeceeeeeceeeees 
CIVILSSUUES' oso snete ctw nda bie Seed eciaie gages Sods Su eew setae SPU aba sons ne dduauayoenntane 


ACT 


129 


AGED PERSONS—cont’d 


Adult residential care homes 
dependent elder abuse; civil actions 
unannounced visits and inspections 

Assisted living facilities in condominiums and cooperative housing projects ......... 

Community care foster family homes and case management agencies; licensing 
Extended: é occcseei sagga Saees covbilocsaas tele binn Todtsea aoe nedea Sowa eile paige wees Dea ee ae cele 

Executive office on aging; transfer to department of health .............-.-sesseeee eee 

Hale mahaolu; grant for personal care program for disabled and elderly .............. 

Honolulu neighborhood housing services retirement community; special purpose 
revenue bonds extended .............ccceseee ene eee eee e eee nen e ee ee eee nen ee enneeens 

Pacific Saging Center, Inc.; special purpose revenue bonds extended ................. 


AGRICULTURE 


Agribusiness development corporation 
acquisition, use, and disposition Of lands ...............sseeeseeee sree nent eset eeerees 
board of directors made permanent ..............ce cee cere nee e ence treet ees enenenerens 
Waiahole water system revolving fund; appropriation from .................++ese05- 
Agricultural districts 
agribusiness development corporation POWETS ............2seceeeeeerere ee ee eee ee enone 
restrictive covenants and private agreements limiting agricultural uses ............. 
transfer of agricultural lands to agriculture department ................eeseeeeeeee ees 
Agricultural loan reserve and revolving funds; appropriation from ..............-..+++ 
Agricultural park special fund; appropriation for public land trust proceeds .......... 
Agricultural products 
inspection and certification services; amendments ............ssseeeeeeeeenereeeee es 
ownership certificates for sale and transportation of commodities ..............++++ 
Animal quarantine special fund; appropriation from ...............ssseeeeeeereeeer eens 
Brown tree snakes; importing to train detector dogs ..........-.seseeseeeee seen sence 
Cacao bean processing and chocolate production facilities; special purpose revenue 
bonds extended ..........ccecceeceeere reece tec eneeeneseneeenaeeeneeeneesnsseneseneeenes 
Coffee inspection revolving fund; repealed, transfer of moneys ...........-.+..s0es00 
Irrigation 
east Kauai irrigation system; appropriation .............s:eeseeee neers eens cere ee ee ees 
Waiahole water system revolving fund; appropriation from .................sseees0 
Waimea irrigation system; replacement of Puukapu Homesteads bridge ............ 
water use and development plan; report extended .............-.eeeeeeeseneeeeeee ees 
Marketing order revolving fund; renamed, USES .............seeee erence eee ee eee e nee ne es 
Microorganism importation and research; permit exemptions and transfers of 
MICTOOFZANISMS 21.2... 0c see e cece ee ence ete ee eee e eee ne nee ere reeset ensereneeeneeeeneeene 


AIRPORTS 


Airport fees 0.2.00... cc cece cece eee n ence ener ene ne ne ee ences eens ne renee een eens enna ees 
Helicopters used to transport medical emergency patients ..............ceeeeeeeeee ees 
Passenger facility charge revenue fund ...............0seseserene eens e nent eres ee enenenes 
Repair and maintenance projects; appropriation and report ...........-.sseesereeeee ees 
Safety and security measures; appropriation ...............seeeeee esse etre ee ereeeeeenes 


ALCOHOL 


see INTOXICATING LIQUORS 


ANIMALS 


Animal quarantine special fund; appropriation from ..............s..steeeereeeeeeeeees 


Brown tree snakes; importing snakes to train detector dogs .........-...s.seeeeeeeee es ; 


Indigenous species; safe harbor agreements and habitat conservation plans ........... 
Invasive species control and eradication ......... 6... esse eee eee eee n eee eee e ee eneeeeenes 


776 





ACT 


178; 213 


178; 213 
200 §12 


ANTITRUST 


Class action for indirect purchasers; damages .............00ccccccceccecvececeacecenens 


APPROPRIATIONS 


Accounting and general services 

school maintenance and repair ........... 0c. eee e cece cnc eee ees eeceeseeceueveasureveeens 
Agriculture 

Puukapu Homesteads bridge ......... 0... ce cece cece ec ec ee seseeeesesensustuenevevaeus 
Appropriations act of 2003.00.00... cece ceecece ccc e cence ec teeeeetesenutveseaecaeuneuneees 
Attorney general 

cigarette tax stamp enforcement expenses .............cccececeeceseseucuseuevevevuees 

criminal history record checks .............ccccceceseececeecusecevceseueeeteeuceueuees 

drug nuisance abatement unit 1.20.0... 0... cece cee cc ccc ec eee eeceuceecsenevacuaeeaeens 

tobacco enforcement expenses .............cececcecececceseceususeccvevecuetacucueeaes 
Business, economic development, and tourism 

film facility operations 00.2.0... cece cece cee ceceeeseeeneesceseseucusuaeuerereeeers 
Claims against the State ...............ccecceccsccecceucucecseessvacecsessecesscescecence 
Commerce and consumer affairs 

compliance resolution fund expenses ......... 20... .ceseecececeeeeeeeceseseusuetaeners 

condominium specialist and review of laws 
Defense 

Korean War commemoration COMMISSION ...............ceceeeeeeeeetececereeeeueuees 
Elections: OfACe 6. 6:4-bste tdi sucrosaa’d oy dou tics cea taistdsdectela aes « Saaiek boas ROG ade k owe Coates 
Emergency appropriations 

airport and harbor security measures ............ cc cece cece ceceseeeeeteteeeueesesens 

children’s health insurance program ..............cececeeceeeeeeeeeeatececeveueeeeuees 

governor and lieutenant governor ........... 0c eceeeececeneeeeneeeeeeeeeeeeeueeeeueus 

MECICAId: PLOBLAMD, i555 Tsai selcwau wncaserdiveenssaby0seis Cdaemduanioedicdadeeees eles 

public land trust revenues ..............c cece eee eeeececeeeee eee eestceeecuesenenenecs 

Puukapu Homesteads bridge ..............cccccceceececeeeesestcteeeusceeseneuevaeeers 
Governor; operating EXPeNSeS 21.0... . cece cece ene ce nce eneeeeateseateteeeaenevecun 
Health 

adolescent substance abuse services ............0..ecececececeseeteveeeeeseueeenenenes 

crystal methamphetamine anti-drug efforts on Hawaii .................0ccecceeeeeees 

emergency aeromedical services for Maui ..............0ccccccceeeeceeeesesteceeeuses 

health care for uninsured persons .............cceceec eee eee ee eeeteseeseeseneeaseueens 

hospital-based poison center 2.2.0.0... 00. cccccece cece cence ee eee eee teateeseaeeareneeas 

hospital SUbSidIES 3.5503 c5ccak ascece ete Cea ee adeldses ea geonc tata kes cdssevacueureant 

Waipahu adult and youth day health centers 

youth and adolescents substance abuse services ...............cecceuescuscesceseees 
Housing and community development corporation 

homeless assistamce ............ccccccecese eee nececcnonceeensessecessseoeseeeeneeeecees 
Human services 

blueprint for change program .............cc eee eceeceec cece ee eeeeeeteceeueneeeneeeeuns 

children’s health insurance program 

Chore Services ......... eee cece eee eee ee ees 

community family center services ......... 

hale mahaolu grant ........0... 00... .cecee eee eee ee 

medicaid program ......... 6... cee ce cece cece cece ccc nc crete nee ee bene eaeeeeseeeeenenens 

medical examinations for foster placements ................0cceceeseeceeceeeeesesees 

residential alternative community care program ..............c0cceceeceeeeeseuseesees 

spouse and child abuse account administrative expenses ..............0..cceeeeeeees 

street: youth: Services: oe ci sac iews segvatcotaow bes ctnaetsdecae shied sky dededeaia cased eeotes 
Judiciary 

DUA Set iiss dices we te cakwaeietes Saebesdhues dua eaeaoavesayee ca Ne avedaliw cnguuns cesta escee 

collective bargaining agreements .................ccececceee ees eeetesenstecereenesunens 

domestic violence clearinghouse and legal hotline ...................ccecceeeesee ees 

intrafamily sex abuse VictiMs ...... 0.20.0... ccc ccc ec cece nc eee eee eeeteceescuseueeeseues 














ACT 


13 


177; 179 


178 
58; 130 


179 
131 


215; Sp 3 
215; Sp 3 
215; Sp 3 
22; 215; Sp 3 


ACT 


APPROPRIATIONS—cont’d 
Legislative branch ............ 00. ccc ece cece ence eee ee ence reteset ene rereneeeees 1 
Lieutenant governor; operating expenses 
Office of community services 





na: Keikt law Center: 633 0s Sein cts paced besoin eee padissie la dnd Faas eases eee ee eae YS Sp 3 
Office of Hawaiian affairs 
BOBO 5 sxcie sadist baie Svc cietels baleee Us whvieihn obeeeteee ous teem ad se ona dbaes dies awasilee dee eens 183 
public land trust revenues ........... 5c. ccc e eee te nee e cence een renee eee neteseneeenenetes 34- 
Office of veterans services 
veterans burial grant program ............. cece cece cece eee e nee e ener ene eneateeereneeeres 101. 
Public employees 
collective bargaining agreements ............... ee ceeecee ese e serene eneenneeeneeenerens 137; 138; 139; 
140; 141; 142; 
143 
retirement system; finalizing pensions ...............0eeeee sete nee eee ene renee ene ees : 134 
Taxation : 
cigarette tax stamp administrative expenses .............ceeeceeeee ence ene ener ereeees 179 
Transportation 
airport and harbor security Measures ............c eee eee eee e cent eee ee eer ene eee eeenaes 213 
University of Hawaii 
bridge to hope program ............cecce csc e cece cece eee e eee e eee eee ene eetee snes eneees 215; Sp 3 
Center fOr NUTSING «25 .lesscadses deen secde ee das seeders deeeeae sees ones edewene es senses been 198 
claims against the uMiversity ..............c cece esse cece cece teen nee eneeneeeeneeens eens 130 





medical education COUNCI] ............ ccc ccc cccee ener eect eee eecne eee n eee eeeeeseeneneee 181 


ARBITRATION AND MEDIATION 


Contested cases before government agencies ............eecee eee enee ence ence eneeeneeens 716 

Medical claim conciliation panels .............ccceceee eee e reese eee neces eee eeneneeneenes 211 

Public employees’ collective bargaining; binding arbitration ................--+seeeee Sp 6 
ASSAULT 

Assault against law enforcement officers ..............scececeneeeeeeeene rer er ene enenes 66 


ATTORNEY GENERAL 


Age of consent for sexual conduct; report on task force recommendations ........... 62 
Antitrust class actions; damages ............cccecee cece eect eee e enna eee een ener nnn eennes 13 
Cigarette and tobacco products 

enforcement special funds ..............cc ese eee eee e nent erence erence ene ee enneneeene 177; 178; 179 

registration of brand names and manufacturers, and enforcement of tax laws ...... 771 

tobacco settlement agreement; report on impact of diverting moneys ............... 200 §70 
Criminal history record checks working group; extended .............:ssseeeeeeeeeeeee 95 
Dependent elder abuse; Civil actions .............sceeeee cree e reece nee ene e ener eneeeneeene 196 
Drug nuisance abatement UNit ............ cc cece cece eee e eee e tere rere teen nee eneeenne ens 63 
Missing children’s clearinghouse trust fund and advisory board; repealed, transfer 

Of MONEYS ...........cceeteercceesencseerecereceneeenssenetnaereteessseseceenseonseoees 192 
Sex offender registration; requirements and release of information .............. haeas 62 
Special, trust, and revolving funds 

appropriations from ...........scee eee e cece eee e nee e nent enero rene enee eee eeneeeenes 178 

PEPOLt isi sicinrieinisics Scien bea bAds ST DMO Ae eet us onus Sawa ein aiee ve Vaid teak bawele ent abbessiece as 200 §69 

ATTORNEYS 

Native Hawaiian legal corporation; appropriation for Hawaiian rights and land title 

PLOJECHS: 008 Fos recslaa nae saw detsnents nares taditiiha ne eaediaas po ijaiele soleil Pusch ots euema sien eti 183 
Student loan default; license denial or suspension procedures ..........2--.-eeereeeuee 133 
Volunteer legal services Hawaii; appropriation for na keiki law center ............... Sp 3 
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ACT 


AUDITOR 
APPLOPLiAHON ic. cores dcia welvice vcssies Pa sue oils ouceied gage sbaedd deegkn wecumin Saws ce ues Gofal 1 
Audit revolving fund ............. 0. cee ce cece cece ec eee eee eeaeeeteeensetateaeeseeneneeeas Sp 4 
Charter schools funding allocation; determination by auditor repealed ................ 203 
Financial audits of state agencies and special funds; reimbursement for costs and 
EXPENSES: osu seu chesce aad cuca denis Dewees « Sales aebaje vee diel tsadaulias Ho bea Seman tates OSOeLe Sp 4 
Public utilities commission management audit ............. 20.00. .cceccee ees eneeeeeenees 94 
BEACHES 
Accreted lands; declared public lands, claims by private landowners ................. 73 
Beach restoration special fund; appropriation for public land trust proceeds .......... 34 
Water safety officers 
emergency vehicles exempt from traffic laws ..............c0ceccccecceeeeseveceusees 112 
peer support counseling .......... ccc cece eee c eee ne cence eee eeaeeneeeeanevevensuen 25 


BOARDS AND COMMISSIONS 











Access Hawaii committee; extended 2.0.0... 0... cece ccccccccccececevcucucuvcuceceeeesens 110 
Agribusiness development corporation board of directors; made permanent .......... 91 
Campaign spending commission; transfer to department of accounting and general 

SCLVICES: ccyoery seed atianideaeoneectusaedanees 117 
Commission on fatherhood 156 
Condominium recodification advisory committee; extended, membership ............. 131 
Criminal charging procedures task force ...............escesceeseeceeeeneeseesseeseusees 190 
Criminal history record checks working. group; membership, extended ............... 95 
Elections appointment and review panel; transfer to department of accounting and 

BENErTal SCLVICES® Lion cick estas owed secede’ es deb asoeseieawesdecaed sowie dbwdebd saga eacbon 117 
Emergency aeromedical services quality improvement committee ..................605 Sp 2 
Executive salary COMMISSION ............ cece sc ee eee ee ee ee eeeeneneeeeeeneeeeateneneneeas 122 
Hawaii 3R’s school maintenance and repair advisory board .................ceeeeeeees 214 
Home and community-based case management agency review board; extended ...... 98 
Fiat Timi task: fOrce 2s pticisaa netic ccd oaseetcntloniet waralatiascine die oe eda Coeee nate stele’ oc eoaens 42 
Insurance licensees continuing education advisory committee ...............cceceee eee 55 
Invasive species Council ...............sceeeeeeeeee eases diese kage seis crn va Acid Sain oes Se 85 
Judicial salary commission; membership, duties 123 
Medical claim conciliation panels; procedures ......... 211 
Medical education council ............. ccc ccece cece ener ee cence reese cnet ee eenenateseneeeat 181 
Missing children’s clearinghouse advisory board; repealed ................cecceeeeeees 192 
Nursing center advisory board ............. ccc ccc eee e eee cece cence eae eeene tens eeasenaees 198 
Prepaid health care advisory council; membership .... 206 
Risk assessment working group ................eceeeeee 82 
Simplified sales and use tax advisory council ..............c sce ec eee eeeeeeeneeneeneenes 173 
Teacher education coordinating committee; membership .... 78 
Water resource management commission; membership 184 

BOATS AND VESSELS 
Boating special fund; appropriation for public land trust proceeds .................045 34 
Claims against the State; appropriation from ocean recreation program funds ........ 58 
Emergency radio beacons or distress call equipment ............... 0... ccc eeee eens eenes 54 
Maritime-related industries; public land leases ............. 0... cccccescecseeeseeeneeeees 127 
Shipping motor vehicles 2.0.2.0... . 0s cece sce ee cece eee ec enc eeeeeneeeeeseneeeaeeaeeaeeas 26; 45 
BONDS 

County bonds; insurance and banking arrangements .................0cecceeeeee estes 38; 39 
General obligation bonds authorization ................0.cccceeee cece eeeeeeeeetnsseeneens 116 
Special purpose revenue bonds 

Chaminade University 1.0.00... 0... ccc ccc e eee e cece nee e eee tete tees eee eeseeeaseeenens 170 


ACT 


BONDS—cont’d 
Special purpose revenue bonds—cont’d 








Hanahauoli School -.............ccccceeencccce es nee tense cee eneneeeeenetenenen ene seeees 166 
Hawaii Gold Cacao Tree, Inc.; extension of authorization ................s cess eee es 96 
Hoala: School s2'socs'05 5 sowed signs Vodelemaw ec hanis sue Gon8 amas seeieeei eta ats deagan dee oeten 168 
Honolulu Neighborhood Housing Services, Inc.; extension of authorization ....... 165 
Mid-Pacific Institute ............... cece eee e eee eee ence eees euge dseaaee ndeoece ns asese ns 167 
North Hawaii Community Hospital, Inc.; reauthorization ..............0:eeeeeeeeees 175 
Pacific Cardiac Institute, Inc.; extension of authorization .................eeeeeeeeee 157 
Pacific Community Health and Wellness, Inc.; extension of authorization ......... 158 
Pacific Saging Center, Inc.; extension of authorization ..............ceeceeeeeeeeeees 159 
Pacific Sports Medicine and Research Center, Inc.; extension of authorization .... 160 
Pacific Wellness Center, Inc.; extension of authorization 161 
Pacific Women’s Center, Inc.; extension of authorization 162 
Queen’s Health Systems ...............csceeeeee eee see eeeeenes 176 
St.‘Patrick Schools ccccccvens-clcnecesungnae sc cetees caowhs caseaatesoe res tesgeeesend ieee? 169 
Wahiawa-Central Oahu Health Center, Inc.; extension of authorization ............ 163 
Wahiawa General Hospital, Inc.; extension of authorization ..............:eseeee eee 164 
BUDGET AND FINANCE 
Debt limit declaration and bond authorization ..............:cccceeeeeeee eee ene enneees 116 
Emergency and budget reserve fund 
appropriations frOM ....... 2... cece c cece e reece eee n eee e eter ete ne ee nee ene enaee 215; Sp 3. 
APPTOPTIALIONS tO 2.2... cece cece cence nent eee teen renee Eee ene eee EET EEE Ee EE EE ee Eee ES 200 §20 
Special funds; assessment of central services and administrative expenses ............ 179 
Unclaimed property ; 
administrative and operational expenses 115 
publication Of notice ......... cece cece eee e eee e rere eee e ene eect ene n eee ene e nee ne eee enes 74 
BUREAU OF CONVEYANCES 
Covenants and private agreements in deeds, leases, etc.; restrictions on agricultural 
USES PLOhibited occ. ccesescoesccecscassdeceiesevaaeessacdeceseuiven ve esdecsaetecane nave Sp 5 
Registration of accreted lands ..........:ccceeeeee cree nent ene tenner eee ena enn ene eeeeene 73 
Special fund; appropriation from .............ce cece tence eee ee eee ee eens eeene ee eneeeenes 178 
Workflow study to improve procedures and streamline operations ................4.+- 200 §61 
BUSINESS, ECONOMIC DEVELOPMENT, AND TOURISM 
Cancer detection research and development fund ..............ccceeeeeeenee eens eeneeene 174 
Claims against the State; appropriations from rental housing program funds ......... 58 
Foreign trade zones special fund; appropriations from .............sceeee cence eer eneee 34 
Hawaii community development authority revolving fund; appropriation for public 
land trust proceeds ........... 0 cece cece cece eee n renee ene e nee ene eeaeenae eee eeneeens 34 
Housing and community development corporation; transfer to department of human 
BOT VICES esis sae citinie iaccls vuie,s suolesieia sigs Sasha wiorly Vis oie'o Mele digye weed Sue Shae eae gs wade gadee esas 92 
Job training programs; reports on effectiveness ...........0...sceeeee sree e nee eneeeneeens 148 
Ko Olina resort and marina and Makaha resort development tax credit ............... 100 
Special and revolving funds; repeal of certain funds and transfers of moneys ........ 178 
Workforce development council; statewide planning program ................2seseeees 148 
CEMETERIES 
Discovery of human remains during land development or alteration activities ........ 104 
Filipino World War II veterans; funeral, transportation, and burial expenses ......... 101 
CHILDREN 
Age of consent for sexual conduct; temporary provisions made permanent ........... 62 
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Child abuse 












blueprint for change; grant for diversion and child protective services ............. 215; Sp 3 
child pornographic performances ............... cece eee eeece eee tec e een eteaeenaseeenes 61 
prevention special funds 
APPLOPHation fFOMI oes. e ec ccts cosa ec eae avee bee sade vakesseb vee eedetes Ses pes eesaee's 178 
assessment of administrative expenses ........... 2.2 cccee eee eeeeceeeeeneteeeneeee 179 
Child care facilities 
criminal history record checks of operators and employees; amendments .......... 95 
federal funds transferred to A Plus after school program ..............ccsseeeseeenes 200 §142 
parent-caregiver Conferences ........ 0... cece cece eee see e nee e nee een e tener naeenaneneaes 108 
Child custody 
caregiver consent to enroll in school and participate in activities .................4. 99 
child placement, foster boarding homes, and adoption 
appropriation and report ........ 60. cece eee e nee e cece eae e ee eeeaeeeeeenseeeeeeeners 200 §§33, 34 
criminal history record checks; amendments ..............0.cccceesseeeeeseeceeees 95 
medical examinations ............. ccc cece sce c eee e eee e eee eee eens nese eeseenaeeennes Sp 3 
missing ‘child Center... 6o.ceccawiicisede tae Ceres eee Tedavies o¥secs ne cee valde eeeand bade 192 
Child welfare services 
eligibility determination unit 2.00.00... 0c cece cece cece ence eee rene een eeeaeenaneneaes 200 §32 
multi-agency case coordination ......... 00. cece eee e cece cece eee eee teen eeeneeeneenanes 200 §31 
Crimes and juvenile delinquency 
driving under the influence of alcohol or drugs ................cceseceeeneeeeeeeeeeee 71 
expungement of juvenile arrest records ..............ceceeseee ees eee eee eee ene eeeeneene 6 
false: driver’s:ICENSES® 3.5.0 oie scic dase sie asibi't aa sinng cesioe dew ben ceeiiop acaield abaitanalice aids 69 
juvenile drug court program; appropriation and report ..............eseeeeeee ence eee 120 
possession, distribution, or sale of drugs near parks ...............sceeseeeeeeeeeeees 70 
substance abuse services; appropriation ..............c cc cceeee eee eeneebeeeeereeenene 215; Sp 3 
Underage: drinking i. 626 ou cciececawels a cernicneiel allied eshudoaboeltecyedeeneusuanee vaceeegen 69 
youth correctional facilities; criminal history record checks; amendments .......... 95 
Employment 
adult entertainment prohibitions ............ 0.0.0 cc cece eee e eee eeeeeteeeneeeneeeneeens 61 
Work hour reStrictiONs: 2.0560 4.c eve csdeniee cuenevdeeaebe ds desncnecedtacdedadaseddeed ean 61 
Father-child relationship; commission on fatherhood ................ccsee eects enna ene 156 
Health care services ; 
foster custody children ...................0.055 Sp 3 
healthy Hawaii initiative; reports ............. 200 §21 
intrafamily sex abuse victims ................. Sp 3 
maternal and child health services; reports 200 §19 
mental health programs 
criminal history record checks of service providers; amendments ................ 95 
Felix consent decree reports .......... 00 cece cece eee e eee e rece eee eeeeseeee rene eenees 200 §28 
Health insurance program for uninsured children; appropriation ....................40. 57; 200 §22 
Missing children’s clearinghouse trust fund and advisory board; repealed, transfer 
OL MONEYS? cos ahaa sisidie nib. cisieids act w erstenee ernie idaistesh sles Salads wide Ted beled a ertetlec tides wedi dee ngaiel 192 
Na keiki law center; appropriation to volunteer legal services Hawaii ................ Sp 3 
Parent-teacher conferences; paid leave time for public employees ...................4. 108 
Skateboarding parks; state and county immunities for injuries and damages .......... 144 
CIRCUIT COURTS 
Foreclosure appeals). cscs actu nosed arnsgeoweag ys doled Mev de daudaide awhotadadasaddan's 89 
Judges; compensation and retirement 118; 123 
Judiciary computer system surcharge in civil actions 216 
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CIVIL DEFENSE 
see DISASTERS; EMERGENCY RESPONSE 


CIVIL IDENTIFICATION 


Driver’s licensing of resident aliens; identification documents .................000s0005 
Social security identification numbers 

commercial driver’s license use prohibited 

election poll book use prohibited ......... 0.0... ccc ce cece cece cece eee e nee e eee eeeeeaee 

’ State identification revolving fund; appropriation from ................eceseseeeeeeeeeee 





COMMERCE AND CONSUMER AFFAIRS 


Business registration; amendments ...............ccccesecc ener ce nent ceeneeeeeesenesees 
Compliance resolution fund; appropriations from ...............eseeeeee ene eeeeneeeeenee 
Condominium specialist and review of laws; extended ...............cceceveeeceeeeenes 
Operating expenses and fee assessments; repOrt .......... cece cece cece ee ee tena ee eneeee 
Special funds; assessment of administrative expenses ................00eeeeeeeeeeeeeees 
Uniform limited partnerships act ............. cece e eee e scence eect ence eect eeeseeeeeneees 


CONDOMINIUMS 


Assisted living facilities in condominiums and cooperative housing projects ......... 
Criminal history record checks of managers and security guard applicants; 
AMENOMENIS we oc caloetcawetec came owecenes Qeshoesh weber eae edeseh eg teeies emtcemg seeds ose 
Foreclosures 
assessment of unpaid COMMON EXPENSES ..........ce cece ee eee te ee eee ten eneeeeeeeeees 
when title is acquired by subsequent purchaser ..............esceeeeseeeeeeeneeeeeees 
Review and recodification of laws; extended ................:ececeseeeeeeeceeereneenens 


CONSTITUTION, STATE 


Proposed constitutional amendments; voter information and education function 
transferred to legislature ...............ce ccs eee e eee e sense ee ee ence eeee eee eeaenenenes 


CONSUMER PROTECTION 


Antitrust class actions; damages ..............cccc cece cence cence rere en ee ee eeeneeeeeenee 
Collision damage waivers for rental vehicles; commissions on sales .................. 
Prescription drugs; generic drug substitutions ............... cece cece eee e eee eee e eens 
Public utilities commission consumer advocate ..............cceceseeeee recor ereneeenes 


CORPORATIONS 


PONIES on oo te Sac oveie Ce bxS Us acdc enilcAaesa tase Aad eeRieeas Ak as Pare ewas came ooee 


CORRECTIONS 


Collective bargaining agreements; appropriation for health fund contributions ....... 
Criminal history record checks of employees and applicants; amendments ........... 
Development or expansion of existing facilities ............ 0... c cece cece cece eere ee eeee 
Halawa correctional facility inmate store fund; appropriation from 
Incarceration in mainland prisons; appropriation and report ............2.eeceeteee ene 
Job development and mental health treatment programs; appropriation and reports bites 
Oahu community correctional facility inmate store fund; appropriation from ......... 
Public safety department divided into department of corrections and department of 
law enforcement; feasibility study ............... ccc cece cece cee ne cece eee ee eenaneee 
Substance abuse services; appropriation and report ........... 00... cece eee cence eee ees 
Waiawa correctional facility inmate store fund; appropriation from .................6: 
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124 


178 


200 §§57, 58 


200 §56 
178 


83 


200 §§27, 56 


178 


ACT 


COUNTIES 
Boards of water supply; workforce modernization projects for personnel ............. 40 
Criminal conviction of public official or employee .................c0ccccecesseseeeuees 150 
General excise and use tax surcharge; repealed .................ecccceeceseseseuereesens 135 
Motor vehicle towing companies; ordinances regulating .................cccecceeeesees 84 
Municipal bonds; insurance and banking arrangements ..................0cceeceseeeees 38; 39 
Parks and recreation programs 
criminal history record checks of operators and employees; amendments .......... 95 
duty to warn of dangerous natural conditions ..............c0ccccesesesesseeeenceees 82 
skateboarding parks; state and county immunities ...................ccesceeseesevees 144 
Purchase of goods and services 
awarding contracts; amendments ................escececececeeeeeteteseeseseeesenenenes 52 
payment by government procurement cards ..............cccccecsescecceceucevssenees 51 
School facilities and grounds, Island of Hawaii; transfer from county to state ........ 154 


CRIMES AND CRIMINAL JUSTICE 
see also VICTIMS OF CRIMES 

















Child labor law violations 1.2.2... ... ccc eccece esses enceesteceeeceseneeeseuseseeesenseens 61 
Cigarette and tobacco tax Violations ...............ccececeseeeeceeeeeeeteeeeeususeneueues 77 
Criminal charging procedures; task force and report ............0ceceseeeeseeeeeseeeees 190 
Criminal conviction of public official or employee; removal or termination of 

CMPlOVMEN 52:0 554 Sides skute ee vaadaatciedeina egieise wow besa wenawac, cosecwacaeta caeeeedediess 150 
Criminal history record checks ; 

AMENAMENES 5 isn ss cae.co are teadavicdehdocuvelavcdeestvaten eagles aededalaaeede vecee lees 95 

home and community-based case management agencies and foster family 

HOMES ic 23244 tn taco areniectws en vivcasemaeta Vala eqebls delateceeaes tose ealeneaseaDeaveorendst 98 

international matchmaking organizations ...............ccececeeeeceseeeeceeteevereees 149 

use for employment and licensing purposes; study extended ..............0.0.000008 95 
Drug nuisance abatement ..............ccecce ce eee cence eect eee eeeeneteatenteteeeeneres 63 
Expungement of juvenile arrest records ...............ccecesceeeeeceeeeeeseneeerersens 6 
Fines and bond forfeitures; payment by debit cards 5 
Habitually operating vehicle under the influence of intoxicants .................0s0005 71 
Hate crimes; crimes based on gender identity or expression ................0ceeeeeeees 33 
Health insurance fraud ............ 0c cece ec eee ee eeeeeeeeceeeeseaeneneeneees 125 
Parking for disabled persons violations 30 
Parole 

arrest warrants for Violators ........ 00... ccc cee eee e ee ec eee eee eee eeeteeeneeeaeeneeaeens 7 

feasibility study on ‘transfer to new department of law enforcement 83 

parole officers; peer support counseling ........... 2... cece eseeeeen eee eeteeeeeeeaees 25 
Probation 

probation officers; peer support counseling ..............cccecceseeeeeceneeeeeeneeees 25 

services special fund; assessment of administrative expenses .................000005 179 
Sex offender registration; requirements and release of information ...................5 62 

CULTURE AND THE ARTS 
Bishop Museum; appropriation for subsidy .................cecceseeeeeseeetesteceeeeens 200 §64 
Korean War commemoration commission; appropriation Sp 1 
South Kona wilderness area; designation and preservation 59 
Sports hall of fame; state museum of sports history ...............ccceceeeeeaeeaeeeeees 102 
Works of art special fund; exemption from assessment .............0..eceeseseeeeeeees 178; 213 
DEATH 

Abuse, neglect, or economic exploitation of elderly persons; civil suits ............... 196 
Anatomical gifts; organ and tissue education fee and special fund made 

PeCMANent acc. tocol ae ccey pb etep ce shstwaw heres seiekyies dei vas tees Uevuauai eal deaaienstats 88 
Filipino World War II veterans; funeral, transportation, and burial expenses ......... 101 


783 


DEATH—cont’d 
Murder and attempted murder; extreme mental or emotional disturbance defense 
CONCHUME? 65 ee dieseeds cick Sexe cu caeted onchue goes Seas cay tae fa bias tas cate meee tes ete eS 
Public employees; payment of death benefits .............. 2s cece ee eeene eet r cree even es 


DEBTORS AND CREDITORS 


Check cashing businesses; time period and face value of check for deferred deposit 
(payday loans) ........0.cccscecceee eee eee ence cence cence eee senenee sree eenees eeu eneas 
Delinquent taxes; investigation and compromise on debt and penalties ............... 
Foreclosures 
appeal procedures ...........c.cccecececec esc eeeencnee ee eeeeeeeneeesenenee eee eeeeeeenen 
condominium unpaid common expenses 
Student loan default; professional license denial or suspension ....... aisles ceeveup sae 





DEFENSE 


Filipino World War II veterans; funeral, transportation, and burial expenses ......... 
Korean War commemoration commission; appropriation .............:eseeeeee eee eens 


DENTISTRY 


Dental service plans; extension of regulations and examination waivers .............. 

Health care for uninsured persons; appropriation for community-based health care 
PLOVIGETS 0.0... cece ec cece cece cece cen ener ereneeeesaaeea nano ness eseeesnceeeeesesnenenes 

Oral health services to children; appropriation ...............seceeeeeee reese er enenenaee 


DISABLED PERSONS 


Chore services program 
APPFOPTIAtiON 2.2... cece eee eee e eee e eet e ne eerste eee ee ene eee ene reseneeeeeetenss 
TOPOItS: so o.e seis sup lesiédcc bse aioe Weed Scteaie baie even sgU a eye WON deGRa TOE eNs ewenmene eeeswelne Sale 
Developmental disabilities 
claims against the State; appropriation from health department program ........... 
criminal history record checks of care home operators ............seeeeeeeee eee eeeee 
Education; Felix consent decree reports ............c cece eee e eee eee eeeee eens Moevig tale 


Hale mahaolu; grant for personal care program for disabled and elderly .............. 
Housing alteration loan program and fund; repealed 
Parking for disabled; amendments .............:cceceseeeeeneereeeeeneneeeeneeeeeneenees 
Public assistance; failure to pursue medical treatment a 
Telecommunications relay services for persons with hearing or speech disabilities; 
program implementation and surcharges to fund services ..........-...ssseeeeee eves 





DISASTERS 


American Red Cross; volunteer services by government employees ...............++++ 
Disaster relief services; leaves of absence for public employees .................6.0055 
Kalapana lava flow: displaced families; Kikala~-Keokea infrastructure 

UMPTOVEMENES ........ ccc cee eee ce een ence nee ee ence esna cere ner ereeeeneeneenaereneeeenees 
State disaster revolving fund; appropriation from ...............seeeeee cece rene nee enone 


DISCRIMINATION 
Hate crimes; crimes based on gender identity or expressiON .............0beeeeeeneeeee 


Motor vehicle manufacturer or distributor franchise agreements ...................565- 
Restrictions on political signs and advertisements on rental property ...........---..+- 
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64 
118 


222 
136 


89 


53; 80 
133; 212 


101 
Sp 1 


128 


215; Sp 3 
Sp 3 


215; Sp 3 
200 §35 


58 


200 §§28, 30, 
47, 48, 141, 


178 


194 


ACT 








DISEASES 
Cancer 
early detection research and development fund ..................cccccceceeeeeeeeeees 174 
hospital examinations of female patients repealed ................ 107 
statewide plan for screening, early diagnosis, and treatment 107 
Diabetes; insulin-dependent commercial drivers ...............0cccecceesevaseceuseenees 18 
Maui AIDS foundation; appropriation for case management program ................. Sp 3 
Microorganism importation and research; permit exemptions ...............2..00c0e00e 12 
DISTRICT COURTS 
Judges; compensation and retirement .................0ccceeecccceeecececeucscceuseeerens 118; 123 
Judiciary computer system surcharge in civil actions ..................ecceeeeseeeseuees 216 
Traffic infractions; notice and answer 4 
DOMESTIC ABUSE 
Blueprint for change; grant for diversion and child protective services ............... 215; Sp 3 
Domestic violence clearinghouse and legal hotline, Maui; appropriation ..... woseededs Sp 3 
Harassment by stalking; amendments .................cccceeeeeeseeeseeeutecueesesevenes 68 
Leaves of absence for victims of domestic or sexual violence or stalking ............ - 60 
Protective orders; waiver of court costs and fees .............0.cccccsceveveceveveueeees 65 
Special funds 
APPLOPTIAatiOM: HOM 2 cissc,ciss vee ciek daw ge tebmccwed eos dina voclneaeg Mops euwaoaee sas eees Cea 178 
assessment of administrative expenses ............. cc ceee eee eee eee eneeeeeneneeeeeenens 179 
DRUGS 
Ambulance drivers and emergency medical personnel; substance abuse policy ....... 106 
Controlled substances 
amendments to schedules .................cccceececescee nee neesenenenaeaenereeeeeeeaees 151 
registration revolving fund; appropriation from ................ceccceeeeeeseeeseeenes 178 
Crystal methamphetamine use; appropriation for community anti-drug efforts on 
HWA: ciciins cavesshoneetetasisutecns decades uu dewddeu twalsan@etaakgvare tes bee cuareadans 215; Sp 3 
Dispensing prescription drugs 
AMCNAMENIS 203.4024 ccbarcsskeeeeleerteseeeneadediessoeedeweerasneredeasbaagerds eevee 56 
emergency contraceptives ........... cece eee cece eee e nee c nee ee eee eeeneeeeneeeneees 201 
generic drugs formulary ..............c. cece cee ece nero eee ne ease eeeen enone eneneneeaeee 56 
Medicaid prescription drugs program 
appropriation and report 20.0.0... cece cece e cece nent eet ee eee eneneeenteeeeeeenees 200 §36; 215; 
Sp 3 
income eligibility; sunset ............ ccc ccc cee eee cee cence eee eeeeeeeeteeeeenssneseneee 191 
Minors 
juvenile drug court program; appropriation and report .................e cece ence ea eee 120 
substance abuse services; appropriation .............. cece ee eee eee ee eee eeeeeeeenenes 215; Sp 3 
Nuisance abatement UMit ......... 0... c cece cece cece cece cence ener eeneeeeeeeneeeneeenees 63 
Operating vehicle under the influence of intoxicants, see MOTOR VEHICLES 
Possession, distribution, or sale near parks .......... 0.00. ce eee ece ee ece ee enna ee eeneaeeees 70 
Prison population 
services programs; appropriation and report ..............ccccc eee eee ee eee ener eee ees 200 §§27, 56 
EDUCATION 
Administration 
chatter-SChools: rises dane Soke Samiuicay wee rieuseces Lda te ine cieasied seeds sgenganda< 203 
deputy superintendents; salary ............ 0... ccc cs eee e cee ee eee rece eneeeeetneneeeners 187 
district superintendents; changed to complex area superintendents; duties; salaries 187 
weighted pupil allocation system; feasibility study ............ 2.0... ec eceeeec eee ees 200 §45 
A Plus after school program; transfer of federal child care funds ...................45 200 §142 
Business assistants; conversion to permanent positions ..................ceeceeeeeeeeees 189 


ACT 


EDUCATION—cont’d . 











Chaminade University; special purpose revenue bonds ...............0:eeeeeeeeeeneeees 170 
Charter schools 
administrative office and executive director .......... 2... cece cece eee nese nen e nen eneee 203 
PUM MAUMNG5.. 5 28 sang fae csc be assesaidicres'ge oe Ree ew anee Sete es o-s eisee en eaeay SeeNNe Meee Ae es 200 §44; 203 
per pupil allocations for 2003-2004 school year ............:.2eeeeeeeeeneere enon ees ~ 203 
Claims against the State; appropriation from school-based budgeting funds .......... 58 
De Silva elementary school, Hawaii; transfer from county to state .................65. 154 
Driver education and training fund; transfer of moneys .............:eeeseeee ence eee ees 178 
Felix consent decree; reports .......... cee cec cece ccc e eee een ener e nena tenn een eeeeeenee 200 §§28, 30, 
48, 141, 144 
Foreign languages; curriculum priorities ................ iaaWous sy oehauddeevewwedseeesce 220 
Haaheo school, Hawaii; transfer from county to state ......... 20. c cee ee eee eee eee ee eeee 154 
Halaula elementary school, Hawaii; transfer from county to state .......6:.-......606 154 
Hanahauoli School; special purpose revenue bonds ..............2.:ceeeeeeeeeeees ie 166 
Hilo intermediate and high schools, Hawaii; transfer from county to state 154 
Hilo union school, Hawaii; transfer from county to state ............ ec cess eee e en eee 154 
Hoala School; special purpose revenue bonds ............:.ceeeeeeeeeeeeee 168 
Holualoa elementary school, Hawaii; transfer from county to state ....... : 154 
Honaunau elementary school, Hawaii; transfer from county to state 154 
Honokaa elementary, intermediate, and high schools, Hawaii; transfer from county 
CO“SEALE -cictSewiens So aleccroctctascin aticcorans amew ote 4 ste ba ewe s Rewateidels Gales eet kidvinrele tessa uss xe 154 
Hookena school, Hawaii; transfer from county to state ............cce cece ee eee eee eeee 154 
Job training programs 
federally-funded programs; staffing ............:..cecceseeeeee ees eneterenerereneeeeenes 103 
hotel service training facility at Ko Olina resort; tax credit ............cceseseeeeees 100 
reports On effectivVeneSS .........scecc cece erence eee e teen ene eee ne nee enentenenetenetes 148 
Kalanianaole elementary and intermediate school, Hawaii; transfer from county to 
SUALE =: caddie ck scecie le dcictnin Gd deine oe eed aisles elses DENG eis kW Oa Soave Bite. de eb Osare ga ee 154 
Kalaoa school, Hawaii; transfer from county to state .............cceeeeeeeeeeeeereeees 154 
Kapiolani school, Hawaii; transfer from county to state ............scseeeneeeeee eee en es 154 
Kau elementary and high schools, Hawaii; transfer from county to state ............. 154 
Kaumana school, Hawaii; transfer from county to state ............:.eeeeeee eee eee e ees 154 
Keaau elementary and middle schools, Hawaii; transfer from county to state ........ 154 
Keaukaha school, Hawaii; transfer from county to state ..............cceeeeeeee ene eees 154 
Kohala high and intermediate school, Hawaii; transfer from county to state .......... 154 
Konawaena middle and high schools, Hawaii; transfer from county to state .......... 154 
Laupahoehoe high and elementary school, Hawaii; transfer from county to state ..... 154 
Mental health services; reports ............c cee eee cence ee ence en ene een eeeneeenaneeenene 200 §§28, 
30, 47 
Mid-Pacific Institute; special purpose revenue bonds ...............ceeeeeeee sees eneeene 167 
Mt. View elementary school, Hawaii; transfer from county to state ................66- 154 
Naalehu elementary and intermediate schools, Hawaii; transfer from county to state 154 
Napoopoo school, Hawaii; transfer from county to State .............sceeeeee eee eneeeee 154 
No Child Left Behind Act; compliance report ........... 26. ccce eee e cence enone nee eeeneee 200 §43 
Paauilo elementary and intermediate school, Hawaii; transfer from county to state ..... 154 
Pahala elementary school, Hawaii; transfer from county to state .................eeees 154 
Pahoa elementary, intermediate, and high schools, Hawaii; transfer from county to 
SCALE? az sven vlecaieiss sam'ck a Sted cee cde aiag adden atolaueaele earache Wane eet aec ate 154 
Private schools 
criminal history record checks of teachers and teacher trainees; amendments ...... 95 
parent-teacher conferences; paid leave time for public employees .................. 108 
special purpose revenue DONS .............. ccc eee ee eee eee e nee e eee eeteneneeen enn enees 166; 167; 168; 
169; 170 
Professional and vocational education 
Insurance Licensees: << 5.4 cecie css ecleetded sue Statens cae daias ones sed geiateisectieides seneeaneds 55 
medical education programs .............ccceeeeece rene cence ene eeeeeeneeenneeeneenaeens 181 
Student loandefanlt: :s6 354-2 ices 5 hd Boca ance cite Lees y cared sie sdiegaeed Pabae Tsai os 133; 212 
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School facilities maintenance and repair 
business assistant positions ............ 0... .ccccececencececeeceesseucuceseucucveeeees 
priorities set by education department ...................ccccccceccecveeececeececeuens 
public-private partnerships ...............cccceseseceecececsevaceccecuceacucuceaeneeas 
special funds 
appropriation for public land trust proceeds ...............ccccceceeceeceeececeuees 
public-private partnerships ............ 2... cceececceeeeeceueeasecseceesscucvceeerenss 
Status reports ON PFOjectS .......... ieee eee e cece eee ee eee eeeenetesenseveeeneeseeures 
- School lunch program; quarterly reports ................ 
St. Patrick School; special purpose revenue bonds 
Students 
autistic children’s services ........... 0.0.0. cceccceeeeeencececececesesesesucuevenenavars 
caregiver consent to enroll in school and participate in activities ................... 
parent-teacher conferences; paid leave time for public employees .................. 
Teachers 
collective bargaining agreements; appropriation ..............0.cccececescececeeeeeees 
criminal history record checks of teachers and teacher trainees; amendments ...... 
student ‘loan default «02:25 20 cs ad os gebntns Sh asievoay sdasanteceosemeadveutedcaetesede 
teacher education coordinating committee membership ...............0.c..0ceceeeeee 
teachers’ housing revolving fund; appropriation from ..................eceeceeeeeees 
Waiakea elementary and intermediate schools, Hawaii; transfer from county 
LO SALE seca visiis vie od sieine’s aaldere waits vatihe le vada nieaid ceed oG've Ses odie ggayy Geode sadeeseyewee sober 
Waiakeawaena school, Hawaii; transfer from county to state ...............ccceceeeeee 
Waimea elementary and intermediate school, Hawaii; transfer from county 
LOVStALES soe atcsatog Recent ee vumanigddauwaccess cnetestsaccaGeecotenea@aneaaeeae uae aneues 


ELECTIONS 


Appropriation 65)3ss.6sedcc tied seantoh woieasine das tien edadcdansssebhederneconeeecetdaadters 
Campaign spending commission; transfer to department of accounting and general 
SELVICES, isis dices earee pt nails veivat-cuige bagleve do wadeuhdy ates gecea ase Sedeeaaseaniad socseke 
Chief election officer; removal for good cause ...............0.0005 
Criminal conviction of public official; removal from office 
Office of elections and elections appointment and review panel; transfer to 
department of accounting and. general services .............ceccsceeeceeeeseseeeeeuce 
Political signs and advertisements 
restrictions on rental property use 
time limits for posting eliminated 
Proposed constitutional amendments; voter information and education function 


transferred to legislature .............. 0. cc cece eee ee cence ce ceeeeeeeseeneeeeeeeesenenes ; 


Special elections; mail-in ballots 


EMERGENCY RESPONSE 


American Red Cross; volunteer services by government employees ................... 
Disaster relief services; leaves of absence for public employees .................0.0008 
Emergency medical services 

alcohol and drug abuse policy for employees ................ccccecceecseseseeeeuees 

helicopter transport of patients ..............cceecececeeeececeeteusssacecesvesseueues 

Honolulu emergency medical technicians’ retirement ................0..cccecceeeeeee 

peer support counseling for personnel .................ecceceee eee eeetesseceeeseneuees 
Emergeticy: vehicles | o..0.ccic.c00 sect cadens veducossvabseer doles ecdsiassiiebuceasvedceses 
Gasoline shortage; petroleum products control fund repealed, transfer of moneys .... 
Lifeguard and water rescue operations 

emergency radio beacons or distress call equipment for vessels .................... 

vehicles exempt from traffic laws ................0.005 sawede Hien otg Sede vie Moselae sates 
Microorganism importation for research and biohazard response ...................008 
State disaster revolving fund; appropriation from ................0.eccececeeeeceeeeeeees 














ACT 


189 
188 
214 


34 

214 

188 

200 §46 
169 


200 §49 


EMPLOYMENT 


see also WORKERS’ COMPENSATION 
Boiler and elevator safety revolving fund; repeal date changed .............--...-.0065 
Criminal history record checks; amendments .........-.-.+0+eceeeeeee eee ee eee eee een enes 
Family leave; employee’s sick leave used to care for family members ................ 
Job training programs 

federally-funded programs; staffing ..........-....cseeeeee seer rennet ne ee etna ee ens 

hotel service training facility at Ko Olina resort; tax credit ..............sseeseeeees 

reports on effectiveness ......... 6c. cece ce ee cence reece tere renee tense erent nena nee ees 
Leaves of absence for victims of domestic or sexual violence or stalking ............ 
Minors 

adult entertainment prohibitions 

work hour restrictiOnS ...........eceeee ence cence tenet ener erent en enea seen ee eeee 
Occupational safety and health training assistance fund; appropriation from .......... 
Prepaid health care plans 

advisory council membership ............:ceceeeeeseeee ence se nee eens tee ene renee enees 

public contracts requirements .............eeeeee ee ee erence eee ee neta teens ene ne en eens 

serious mental illnesses coverage made permanent .............ceeeeeeeeeree ee eeee es 
Prison population services programs; reports ....... 1... sees e seen nent nent neers ennens 
Public contracts; compliance of contractor with state labor laws .........-.--..see+05 
Unemployment compensation eligibility ............. cess eee eee e cent eee ee rene neces ene 
Workforce development council; statewide planning program ............:..+eeseeeeee 





EMPLOYMENT SECURITY 


Eligibility for benefits ....... 0.0... cece cece eee e ence eee ee nee need eens este nese rene ne ners 
Insufficient qualifying weeks or wages; alternative base period .............-.e60000 
Public contracts; compliance of contractor with state labor laws ..............++++0+5 


ENERGY 


Alternate energy 
consumer advocate’s duties ............c ccc e eee e cece eee nee e teen en eeneeenne tena nen eees 
solar, wind, and photovoltaic energy tax credit ........:.sseseeereeeee eee ee eeeeeee es 
use as fuel to produce electricity; information to customers ............+sseeerereees 
Electric personal transportation devices (SegwayS) ..........sssseeeeeee ere eeeeee eee ees 
Natural energy laboratory special fund; appropriation for public land trust 
PLOCEEMS 2... e cece cece ee eect ence ee ence ner ee erst eee ee ere eeeeneeetereeeeene ener en ers tes 
Public utilities commission; effectiveness and enforcement analysis ................++ 


ENVIRONMENT 


Alternate energy 

consumer advocate’s duties ........... 0c cece cece cece een eneee eee eee tener er eneneeeenes 

solar, wind, and photovoltaic energy tax Credit ........... 2. eee eee nese rene nee ee ene 

use as fuel to produce electricity; information to customers ................eeeeeeee 
Brown tree snakes; importing snakes to train detector dogs .........-...sseeeeeeeer ens 
Clean Hawaii fund; repealed, transfer of MONEYS ............-.eeee essence eee ete e ene 
Conservation districts 

notice and penalties for violations ..............seceeeeee ener renee eter er er ene eneeneene 

South Kona wilderness area ........... 2.0 0ccc cece cece ence e een ee eee nee este neeenenenees 
Ecotourism; funding trails and access program 
Environmental assessment or impact statements for correctional facilities ............ 
Environmental response revolving fund; expenditure reports ................eeeeeeeees 
Invasive species control and eradication 

entry onto public or private property .......... 20sec cere sence ere ee ee tenn ener ene tes 

invasive species COUNCH 2.2.00... cee cee ce eee e nent renee nent ence erence ne eeeene ees 

landowner immunity for aCcesS ............ceece eee e rece nee ener eect eect ene eeneeeenens 

multi-departmental coordination to control entry of species ................eeeee eens 
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Safe harbor agreements and habitat conservation plans 


enforcement and revocation of permits .............cccccccecesceseccecuceseueveeeeees 
public lands eligibility 2.20.00... cece cece cee ee cece eee ee ees eestnseeeeusenseenenaes 


ETHICS COMMISSION 


APPPOPriatiON Ge oe. vs ve avsioceis nes ses obavddedariescoduedey oabeae sede iesdeesedia cas eecaugee 


EVIDENCE 


Agricultural certifications and audits ................ccccecceccescucceccevevecececeeanes 


Law enforcement or emergency services personnel peer support counseling; 


privileged information .............. 0. cece cece cece eee e eee e nsec eee teseeeseeneceenenee 
Mediation in contested cases; confidentiality of proceedings and records ............. 
Medical torts; alternative dispute resolution proceedings ................s.cceceeeeeeeee 


FAMILY COURTS 


Expungement of juvenile arrest records 2.2.0.0... 0. .ccccececeeseseceesesesvevacecenens 
Separation, divorce, or parentage actions; parent education surcharge ................. 


FINANCIAL INSTITUTIONS 


Credit cards; state and county purchase of goods and services ................00ceeees 
Debit cards; payment of court costs and fees ..............cccceceeeeeseuceseeecenecuees 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 


Mortgage foreclosures 


Appeal PrOCedUIES: Powscsiwraicesn Gevapeed’s svetee yey vee de Reedesedsaddantwehenssveee soars 
CONGOMINIUMS . osc ncecaeadgee oped ceecepie doe nevavbes otdscndb¥ee coves cdeaides ge anan en 
Municipal bonds; insurance and banking arrangements ................0cesceeeseeeeees 
Securities sales; exemption from registration ................ceccccecceceeeeeveceueees 


FIREFIGHTERS 


Collective bargaining agreements; appropriation ................cccecceseseseuceceeewers 


Ocean search and rescue operations; emergency radio beacons or distress call 


equipment for vessels .......... 0... ccc sc eceec ee ec enc ne ee eneeeeeeeseeeeeeneatestnenenaes 
Peer support counseling ............scsssesceesccceversseecceeecesseesteceeseccessananens 


FISH AND FISHING 


Commercial marine licenses; denial or suspension for student loan default ........... 


FOOD 


Agriculture department inspection and grading; amendments ...................0.00005 
Chocolate production facilities; special purpose revenue bonds extended ............. 
Native Hawaiian diet program; appropriation .................ccceeceeceeeeeeeeseeseeees 
School lunch program; quarterly reports 2.20.2... ...cccecceseeeeeeceeeceeeeveseuseneees 


FOREIGN COUNTRIES AND GOVERNMENTS 


Cigarette and tobacco products; sale of export or foreign cigarettes ................... 
Driver’s licensing of resident aliens; identification documents .................ee0se0es 
Filipino World War II veterans; funeral, transportation, and burial expenses ......... 
Foreign language curriculum in public schools; priorities in education ................ 
International matchmaking organizations; disclosure of prior criminal and marital 
history, mnformation’: .xi6062 nos seedcca anche newsa sees vale deed ely aae dueatewte vawbylcdoes ve 
Public employment of nonresident aliens; retirement system classification ........... 


ACT 


133 


49 

96 

183 

200 §46 


TI 
145 
101 
220 


149 
121 
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FORESTS AND FORESTRY 




















Silvicultural products; ownership certifications for sale and resale of commodities ..... 20 
FRAUD 
Health insurance fraud ........2...... ce cece cence eee e eee e nee e eee en eee nneeeeeneneeeeenes 125 
Parking for disabled persons; violations and enforcement ...............-++e-eeere eee 30 
FUNDS 

Agricultural loan reserve and revolving funds; transfer of moneys 178 
Agricultural park special fund; transfer of moneys ................eseeee seen 34 
Airport special fund; appropriation from ..............eeeeeee essen erence eneeees 213 
Aloha Tower fund; transfer of MONEYS ............ 2c cece cece eee eect een eeneneeenees 178 
Animal quarantine special fund; transfer of MONCYS ........... 2+ sees eset eee ee oreo eee 178 
Attorney general’s special, trust, and revolving funds; report .........-.-.seseseeeeeees 200 §69 
Audit revolving fund ............0c ccc eee nee ec ence eee ee eee eee e nee eene nen ene ene eneeaeenens Sp 4 
Beach restoration special fund; transfer of MONEYS .............eeceeee ene eee eee ee ee ees 34 
Boating special fund; transfer of MONEYS ........... eee eee ee eect eee ee eee ene teens een enees 34 
Boiler and elevator safety revolving fund; repeal date changed ..........-....2eses eee 178 
Bureau of conveyances special fund; transfer of MOMeYS ............eee erence ee eneeees 178 
Cancer detection development revolving fund 174 
Capital loan revolving fund; repealed, transfer of moneys 178 
Center for nursing special fund ..............:ecceee sees nee ee erent en ene tenons eeneneenees 198 
Cigarette tax stamp special funds 

assessment of administrative expenses 179 

transfer Of MOMCYS ...........:e cess eens eset eee eenenes 178 
Clean Hawaii fund; repealed ............. cece ese e eee e nent ne eee eee ne ene ene eeeeee eens 178 
Coffee inspection revolving fund; repealed, transfer of moneys ................s0s000 49 
Commerce and consumer affairs department special funds; assessment of 

administrative EXPeNSeS ..........:eceece eee e tenet et ene eects teen ener eeeeeeeeeeseenes 179 
Community development revolving fund; transfer of moneys ..........---.+sssseeee eee 34 
Compliance resolution fund : 

assessment of administrative expenses 179 

transfer Of MONEYS ......... cc cece scene eee ee eee nett eee eee ee ents sean eens nena ena 178 
Controlled substance registration revolving fund; transfer of moneys ...........-..... 178 
Criminal forfeiture fund; USES ............. cece cece eee eee e eee n ence ener eten eee eeeeeenenes 63 
Domestic violence prevention special fund; assessment of administrative expenses ..... 179 
Driver education and training fund; transfer of moneyS ..............seeeeeeeeee ence ene 178 
Dwelling unit revolving fund; transfer of moneyS ...........-..-.seeeeeece eee eeneeen ees 178 
Educational facilities improvement special fund; transfer of moneys 34 
Emergency and budget reserve fund; appropriations from ............... 215; Sp 3 
Federal housing programs special funds .............-2eeeeeeeeeeeeeeeeeres 36 
Film facility special fund; repealed ............ 2... cc ecese eee e nee ee eee e nee e ne eeeeen ones 178 
Foreign trade zones special fund; transfer of moneys .............0+eseeerereseeeeeeees 34; 178 
Halawa correctional facility inmate store fund; transfer of moneys ...............+-+-+ 178 
Harbor special fund; appropriations from ........-. 2. seece eee eee ese nee er ere eee ene eeees 34; 213 
Hawaii 3R’s school repair and maintenance fund 214 
Health planning and development agency fund; transfer of moneys .................+. 178 
High technology special fund; assessment of administrative expenses ................ 179 
Homes revolving fund; repealed ...............ce eee ee eee eee net e rene teen nee eteeeneeenees 178 
Housing alteration revolving loan fund; repealed .............-.-- ese eee eee eee eee eeeeeee 178 
Housing finance revolving fund; transfer of moneys ............-2..seeeeeeeeeeeeeeee ee 178 
Innovation development fund; repealed ............... ce eeeeeee ener tree nee rere ree enes 178 
Insurance commissioner’s education training fund; transfer of moneys ............... 178 
Libraries special fund; donation of state income tax refunds ..............-+eseseses ees 193 
Litigation settlement clearance account; transfer of moneys ...........-.2+2-eeeee rere 178 
Marketing order revolving fund; renamed, USES ..............seceeeee ecto teen eee eeeeeee 49 
Medicaid investigations recovery fund; transfer of moneys ............--0-+-2seree ee 178 
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Medicaid prescription drug rebate special fund; sunset .... 191 
Medical education special fund ....................00e0eeee : 181 
Missing children’s clearinghouse trust fund; repealed ..............0....0ccceceeeeceeee 192 
Natural energy laboratory of Hawaii special fund; transfer of moneys ................ 34 
Oahu community correctional facility inmate store fund; transfer of moneys ......... 178 
Occupational safety and health training assistance fund; transfer of moneys .......... 178 
Organ and tissue education special fund; made permanent ..................0.0.0ceeeee 88 
Passenger facility charge revenue fund ..................ccccccecsesccsseseccesesencenees 178; 213 
Petroleum products control fund; repealed ................0ccccccccucecvecececeuceceuees 178 
Probation services special fund; assessment of administrative expenses ............... 179 
Public utilities commission special fund; transfer of moneys ................cececeeees 178 
Real estate education fund; transfer of moneys ..............0.0ccccccececeececeaeeeeees 178 
School repair and maintenance fund; repealed, transfer of moneys .................... 214 
Special land and development fund; transfer of moneys ............0.0.0ceceeececeeace 34; 178 
Spouse and child abuse special accounts 

assessment of administrative expenses ................cccecseccecceecusceecenceeeeees 179 

transfer: OF MONEYS: i352 +0. cat ns ob ease Lode ve sea seegwnadns ve Lad neaseceues ede ds vee 178 
Stadium special fund; transfer of moneys ................eccccesescuccevecececeuceeeuees 178 
State disaster revolving fund; transfer of moneys ................0c.eccsevececeaceceuees 178 
State identification revolving fund; transfer of moneys ..............0cccccecesececeeees 178 
State motor pool revolving fund; transfer of moneys ..............c.cccsceceeceeveceees 178 
State parking revolving fund; transfer of moneys .............0..c0ccccesceacecceeeuees 34; 178 
State parks special fund; transfer of moneys 34 
Statewide planning and geographic information system special fund; repealed ....... 178 
Strategic development corporation revolving fund; repealed, transfer of moneys ..... 178 
Tax reserve fund; changed from special fund to trust fund ...............cceceeeeeeees 135 
Teachers’ housing revolving fund; transfer of moneys .................ececeeseseeeeees 178 
Tobacco enforcement special funds 

assessment of administrative EXPeNSeS ...........6..ceceeeeceeseseseeeeceecususeueuers 179 

CONSONAAION. «oc. cc crenaceesevieede seaedeerivevecsavcedesateese sbnadses¥ereremsaveedos 177 
Tobacco settlement special fund 

appropriations from ............ 0c cece cc ec ec eececeeeneeceaeceeateeesteseeenersnetueers 57; 178 

assessment of administrative EXpenses ................ceeceeeeeeceecececeucuseaeevers 179 

Ceposits and uses. 2.62.5 cas caes eece less vavavves vests sicwss Uebenbdeavetetweneonaaeuee 177 

impact of diverting MONEYS ............. ce ceee eee ec eee scene teseteceaceevecusnaeues 200 §70 
Unclaimed property trust fund; uses ............ 00. c ce ececeeeeeeeeeeeea tute eneueuseenes 115 
University of Hawaii risk management special fund ................c0cececeeeeseeeeees 186 
University special funds and accounts; reports .............e.cececeeeeceeceseseucucuaees 200 §55 
Waiahole water system revolving fund; transfer of moneys 178 
Waialua loan and subsidy account; transfer of moneys ...............c0cceceeeeeseuees 178 
Waiawa correctional facility inmate store fund; transfer of moneys ................... 178 
Water resource management fund; transfer of moneys .................0ceccesseceuseee 34 
Works of art special fund; exemption from assessment ...............0.c0ccecseeeeeeee 178; 213 

GASOLINE AND PETROLEUM PRODUCTS 
Alternate energy, see ENERGY 
Petroleum products control fund; repealed, transfer of moneys ................00000005 178 
GENERAL EXCISE TAX 

AMendMents'< wadeses cote ode shes Monte edsy ook Ae oles tad bebe ned tae edS labashoustos ose 135 
County excise and use tax surcharge; repealed ..................cccseccececeeeneeeeuees 135 
Delinquent taxes; investigation and collection ........... 0.0... .cceceeeeeeeseeeeeceeees 136 
Internet sales and e-commerce ...............cecece cece eeeeces sence eeeeeseseseecurenens 173 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 100 
Multi-state sales and use tax enforcement agreements ...............0.c0.ccecceseeeeeees 173 
Public contracts; compliance of contractor with state tax laws .............eceeeeseees 52 


Television and motion picture production; exemption repealed ..................0.000. 135 
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GEOGRAPHIC INFORMATION SYSTEM 


Statewide planning and geographic information system special fund; repealed, 














transfer Of MONEYS 2.2.2... cece cece cece eee eee nett ene e eee e ence ene teeeeneeeeeeeeeeees 178 
GOVERNOR 
Access Hawaii committee; extended .............. eee eee eeee sence eneeenceeneerererenetes 110 
Executive office on aging; transfer to department of health 204 
Housing and community development corporation transfer to department of human 
services; modification of proviSionS .............ceseeeeee eee e reece tee e serene erst ones 92 
Invasive species COUNCI] ............c cece cece eee ence erent eee ones en eneneeeneeneeaee 85 
Petroleum products control fund; repealed ........:...:..ceee eee ene eee e sence ence ene eeee 178 
Salary set by executive salary COMMISSION .......... 202+. seee rennet ee ee erent en enene ees 122 
Staffing expenses of office; emergency appropriation ..............seeseeeeree eee e ee ees 2 
GRANTS, SUBSIDIES, AND PURCHASES OF SERVICE 
Bishop Museum; appropriation for subsidy ............+-s-2sseceseneeseee sneer eeeen ens 200 §64 
Blueprint for change; grant for diversion and child protective services ............... 215; Sp 3 
Bridge to hope program; grant ............:cecees cece cer ee snes es ene ene reeesseeteneeeeenes 215; Sp 3 
Budget appropriations for grants .............:.ceceeeeeeee ne eeeee ee erste neta setenenereees 200 §77 
Community hospitals and health clinics; appropriations for subsidies ................. 215; Sp 3 
Domestic violence clearinghouse and legal hotline; grant ..............:ceeseeeeeeeeeee Sp 3 
Hale mahaolu; grant for personal care program for disabled and elderly .............. 215; Sp 3 
Helping Hands Hawaii; school facilities maintenance and repair ...............s..000 214 
Kaneohe community family center; grant for Services .............eeeeeeese eee enene nes 215; Sp 3 
Kuhio Park Terrace family center; grant for SErVICeS ........ 6... scseseee sence nee ee ones 215; Sp 3 
Office of Hawaiian affairs grants; amendments ...............seeeeee ener eree snes eneeees 
Substance abuse services for youth and adolescents; appropriation ..............+.06+ 215; Sp 3 
Volunteer legal services Hawaii; appropriation for na keiki law center Sp 3 
Waipahu community adult day health and youth day care centers; appropriation ..... Sp 3 
Youth services network; grant for transitional living program for street youth ....... Sp 3 
GROUP HOMES 
Adult residential care homes; unannounced visits and inspections .............seseeee 202 
Community care foster family homes; licensing extended .................sceeeeeeeees 98 
Criminal history record checks of operators and employees; amendments ............ 95 
Dependent elder abuse 
adult residential care home investigations ...............:ceeseeeeeeeee ee eeneeeeeenees 202 
CIVIL ACHONS «4.25.02 ox taisd aie ese ssi eekas sees Mee sd oteaee sae saGedsnbeneaces saiieeeen vas 196 
Residential alternative community care program 
appropriation 215; Sp 3 
TOPOTt 2... eee ce scence ever eceneec eases nen ereassencnceererssensesensns eases es eneneneeeens 200 §37 
Transitional living program for street youth; appropriation Sp 3 
HARASSMENT 
Harassment by stalking; amendments ............2::seeeeeneeeeeeeeeetenereres pawatonuse 68 
Leaves of absence for victims of domestic or sexual violence or stalking ............ 60 
Protection or restraining orders; waiver of court costs and fees ................0s.0+ 65 
HARBORS 
Aloha Tower fund; appropriation from .............:eeeee eee eee e nee e eect ene tenenenerens 178 
Foreign trade zones special fund; appropriations from ............+--sese cesses ecto 34; 178 
Harbor facility leases for maritime-related industries .............- 22+ see scenes eee en eee 127 
Harbor special fund; appropriations from .............see sees scree ne eee ee cnet enone ees 34; 213 
Repair and maintenance projects; appropriation and report ..............0.ssseee eee ees 200 §14 
Safety and security measures; appropriation ............. sec eee e sete eer e rete nese neeees 213 


792 


ACT 











Shipping motor vehicles ...... Aiodleteie Sayed Mee ieee taaeihine absie Weldeg ) See atenevanedeteiesh 26; 45 
HAWAIIAN PEOPLE 
Ceded lands 
appropriation to native Hawaiian legal corporation .................ceceeeceeeeeeeees 183 
public land trust revenues; appropriation ...............ecceceeceeeeeceeceeeeesenseuas 34 
Gifted and talented native Hawaiian children program; appropriation ................. 183 
Historic property or burial sites; failure to obtain approvals before development 
Of Property s cdusied casebeegssnses Pees eet den ed estenduwees uaneeed copeepeune eaves euediees 104 
Hui Imi advisory council 42 
Kikala-Keokea infrastructure improvements; lapse of appropriation extended ........ 43 
Native Hawaiian diet program; appropriation ................cceceeececeeseuceescuceeess 183 
Office of Hawaiian affairs grants; amendments 9 
Pacific Wellness Center, Inc.; special purpose revenue bonds extended ............... 161 
Registry of Hawaiian persons .............0.ccceceeeeeseeeeeseeneeusenees 217 
Social services to native Hawaiians; action plan ...................60005 42 
Water resource management commission; membership 184 
HAWAII (ISLAND) 
Adolescent substance abuse services; appropriation ...............ccecceeeeeeeaeeneenes 215; Sp 3 
Crystal methamphetamine use; appropriation for community anti-drug efforts ........ 215; Sp 3 
Hawaii Gold Cacao Tree; special purpose revenue bonds extended .................4. 96 
Honokaia land exchange with Boy Scouts of America ...............cceceeeeeeeneeeees 27 
Honomalino, Okoe, Kapua, Kaulanamauna, and Manuka lands; designation as 
South Kona wilderness area .............ccec see ee eee encneeeneneeeeneeeeeseseneneenes 59 
Kikala-Keokea infrastructure improvements; lapse of appropriation extended ........ 43 
North Hawaii community hospital; special purpose revenue bonds ..................65 175 
Puukapu Homesteads bridge, South Kohala; appropriation for demolition and 
TSPlACEMENE® ws cacdcbie sd reerteadcoegened a's adnate se veascay shlewhemesi ee Voracesbawanee eects 218 
School facilities and grounds; transfer from county to state ..............ceeceee eee eee 154 
HEALTH 
Anatomical gifts; organ and tissue education fee and special fund made 
PELMANENL foc. hvac se econ sedi ones ewe. Sae Mee eee nek eiinauicd bates tes hehe ge eedasiend es 88 
Assisted living facilities in condominiums and cooperative housing projects ......... 185 
Cancer screening, early diagnosis, and treatment ................:e cee eec eee e eens eenees 107; 174 
Child and adolescent mental health program; criminal history record checks of 
service providers; amendments ................cccceeceeeeeeeererereneeeeseeeneeenens 95 
Claims against the State; appropriation from developmental disabilities program 
PONS. oo coca ove decageeceedaxdiecuesasdagsougee potuas bia veiw scan awdvora’ sauleeatuaeecube ss 58 
Domestic violence prevention special fund; assessment of administrative expenses ..... 179 
Executive office on aging; transfer to department ..................secce sees eee eeeeeees 204 
Graduate medical education program ................cseeecesce eee eeneeeeeneeereneneees 181 
Health care workforce shortages and training programs ................eecceeeeeeeeeees 181 
Microorganism importation and research; permit exemptions and transfers between 
labOTAtOTIeS: |. 02 a oice as teeta osc edawevead v4 a00e Cqaaatwcmaed eu atensewadag cece oum saecaae ee 12 
Professional licenses; denial or suspension for student loan default ................... 133 
State health planning and development agency fund; appropriation from ............. 178 
Tobacco settlement 
appropriation for children’s health insurance program ..............2..-ceseeeseeeeee 57 
impact of diverting moneys; report ..... 2.0... eee e eee eee eee e eee e eee eeeeeneeeens 200 §70 
special funds 
assessment of administrative expenses ............. 22. c cece eecceeeee eee eeeeeeeeees 179 
deposits and USES 53 nicolas Nod ae dean biied sdwths veges essen de whee Mb bece dew yeedies 177 
transfer Of MONEYS, 55054 on dans vee dene bende dbaetaegenate desea caves sa eunweeer es 178 
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HIGH TECHNOLOGY 


Biotechnology 

cancer detection research and development .............seceeeeeeeer ener ne eeeeneeeees 

microorganism importation and research ............ccceeeeeenee ene tee este eeaeenees 
Geographic information system special fund; repealed ...............:seeeeeeeee ener ees 
High technology development corporation 

acquisition, use, and disposition of lands .............:.escseeeeeeneeeneeeneeeere rene 

special fund; assessment of administrative EXPENSES ............0-eeee ener ener ere ees 
Pacific international center for high technology research; appropriation for research 

COMMENCIAliZALION «1... ee eee ee eee eee e eter e eee eee et ener e neta eee ene ee 
State Internet portal and access Hawaii committee; extended ...............eceeeeee eee 
Strategic development corporation 

cancer detection research and development fund .................cseeeeeeeeeeneeenees 

revolving fund; repealed, transfer Of MONEYS ............ 20. cece ence ence een e een enenes 


HIGHWAYS 


Fixed rail or monorail transit system for Oahu; county excise and use tax surcharge 
Fepealed: so.ie cues seeks sv eis cewsieencdine dene’ isan sedesee devine s eee ok ee sues sie dese s Mes 
Highway fund; appropriation for claims against the State ............... see eseeenee ene 
Puukapu Homesteads bridge, South Kohala; appropriation for demolition and 
FEPlACEMeNe: a sais ssc ceee ewca'd wok ced dee auecdny Soave sadn a mente scene din’ aigachaieedecie'e sone 
Repair and maintenance projects; appropriation and report .........6...eeeeese eee en eee 


HISTORIC PRESERVATION 


Failure to obtain approvals before development of property .............eseeeeeeee eee 
Hearing and penalties for violations ................. indinsmawiete ages Sane sen telae Vesa ss hea% 
South Kona wilderness area; designation and preservation .............ccseeeeeeeeenene 
Sports hall of fame; state museum of sports history ............:secsee ence ee eneeee eens 


HOLIDAYS AND CELEBRATIONS 


Korean War commemoration commission; appropriation ...........cceceseeee eee enener 
HONOLULU 
Emergency medical technicians; pension and retirement ...............eceseeeeeeenees 
Fixed rail or monorail transit system for Oahu; county excise and use tax surcharge 
Pepealed oo. sce sieics cpecccanersvasisaae cade sever ever de oceee bese seh si degenselbeereeey see’ 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 
Pupukea and Waikele land exchange with Boy Scouts of America ................0565 
HOSPITALS 
Anatomical gifts; organ and tissue education fee and special fund made 
PETMANENE .. 2... cece cee eee cence eee e eee eee e ene e ence tenn eres eeeeenetenenetereretes 
Cervical cancer examinations; repealed ........ Val ad sweets pany Meee EN ann be Cowal awa ete 
Collective bargaining agreements 
appropriation for health fund contributions ................ceeseeeseenee tenon eneeenees 
DUTSES icici clears dcaien do laicom cies sap ieivwecaaned las teuncad ng ea stim wemea arse ebeed en ties 
Driving under the influence of alcohol or drugs; testing drivers involved in 
BOCIUENES ® ics scsi ceiesee secede peled eee esob eas seis ddine saints So adebiedebees Reeds aaa oe tete 
Emergency medical services : 
aeromedical emergency system ........... ee ccee eee ce cece cece eens eeeneeeeeenenaeeene 
alcohol and drug abuse policy for employees ................cceecee sence eee eeeeeeee 
pension and retirement system ........ 0.0... cee ce cece eee eee e ene e nee renee rere nee nes 
Graduate medical education program .............ceecce cece ence nen e eens erst tenets en res 
Hana community health clinic; appropriation for services ...............eeeeeeee eee ee 
Hawaii state hospital; report on community plan implementation ...................-. 
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ACT 


88 
107 


141; 143 
143 


72 


Sp 2 

106 

199 

181 

215; Sp 3 
200 §§26, 29 


Health care for uninsured persons; appropriation for community-based health care 


PYOVIGEDS: 5 cee ciccans voce secs deeen sete eedees 
Health insurance fraud 





Informed consent to medical treatment; information to be provided to patients ....... 
Kahuku hospital; appropriation for emergency room, patient care for underinsured, 


medical malpractice insurance, and labor . 


Kapiolani medical center; appropriation for sex abuse treatment center ............... 


Medical torts against health care providers 


alternative dispute resolution and filing actions ..............ccccccccceseeeeeececeees 


physician consultation on merits of claim 
Mental health treatment and services 


insurance coverage for serious mental illnesses; made permanent .................. 
release of information for insurance billing purposes ................0.ececeeeeeeeees 
Molokai general hospital; appropriation for subsidy ...............0...ceceecececeaeeees 


North Hawaii community hospital; special purpose revenue bonds ....... 
Pacific Cardiac Institute, Inc.; special purpose revenue bonds extended .. 


Pacific Community Health and Wellness, Inc.; special purpose revenue bonds 


Extended sits vest cu dca boeken coetencees 


Pacific Saging Center, Inc.; special purpose revenue bonds extended ................. 
Pacific Sports Medicine and Research Center, Inc.; special purpose revenue bonds 


OXLENUED 2 oiis. civisnc events a caees me este seaeeval ees edule seeeeleatoa ta teushcdacn bot AMEE 
Pacific Wellness Center, Inc.; special purpose revenue bonds extended ............... 
Pacific Women’s Center, Inc.; special purpose revenue bonds extended .............. 


Poison center; appropriation for operation .. 
Queen’s Health Systems; special purpose rev 


ene DONS. oss. h ee scedse esau scum scene 


State health planning and development agency fund; appropriation from ............. 


St. Francis medical center; appropriation for 


bone marrow registry ................085 


Tripler army medical center; microorganism importation and research ................ 
Wahiawa-Central Oahu Health Center, Inc.; special purpose revenue bonds 


Extended soci. di cucedecepebcebestasavese ents 
Wahiawa general hospital 

appropriation for indigent care services .. 

special purpose revenue bonds extended . 


Waianae coast comprehensive health center; appropriation for operations and 


PIOBLAMS sisi sini ecerensevecsssanestoss dye 


HOTELS 


Hotel service training facility at Ko Olina resort ...............cccccceeceeseuceeeeenene 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 


HOUSING 


Assisted living facilities in condominiums ani 
Cooperative housing corporations; criminal hi 
security guard applicants; amendments ... 
Federal housing programs; special funds .... 
Foreclosures 
appeal procedures ..................ceecee ee 


d cooperative housing projects ......... 
istory record checks of managers and 





CONGOMMNIUMS? 23.4.5. sevda sabi vis caarewedsceb SU Schibaddeesin cd Deulons us ben sale aaaanaeee yet oe 
Honolulu neighborhood housing services retirement community; special purpose 


revenue bonds extended ..................- 


Housing and community development corporation 


claims against the State; appropriations fro 


m rental housing program funds ....... 


homeless assistance; appropriation ...............cccecececceeeceeesecueeucvcnseaeees 
special and revolving funds; repeal of certain funds and transfers of moneys ...... 


special funds for federal housing programs 
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215; Sp 3 
125 

200 §§138 
to 140 
114 


215; Sp 3 
215; Sp 3 


211 
211 


197 
204 
215; Sp 3 
175 
157 


158 
159 


160 

161 

162 

215; Sp 3 
176 

178 

Sp 3 

12 


163 


215; Sp 3 
164 


215; Sp 3 


100 
100 


185 


95 
36 


89 
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165 
58 
215; Sp 3 
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HOUSING—cont’d 

Housing and community development corporation—cont’d 

transfer to department of human Services .........- 2... eeeeee sence een teens eee en ene 
Planned communities; election of directors and officers by mail ................0.0+5+ 
Residential leasehold conversions; lots to be zoned for residential use ................ 
Restrictions on political signs and advertisements on rental property ...............+.- 
Solar, wind, and photovoltaic energy tax credit ............ se seeeeee sees eeeneee ee ereees 
Transitional living program for street youth; appropriation ........-....-...seesseeee es 


HUMAN RESOURCES DEVELOPMENT 


see also PUBLIC EMPLOYMENT 
Criminal history record checks working group ........-:.eeseeeeee sence eee ne ence seen 
Executive salary COMMISSION ............cceece eee ee eee tener ence tense eran eee eee eea eee es 


HUMAN SERVICES 


see also PUBLIC ASSISTANCE 

Home and community-based case management agencies and foster family homes; 
licensing extended ............. cece scent ence eee ne teen eee ne eee e nee ne ences eee ee eee enes 

Housing and community development corporation transfer to department ............ 

Job training programs 
federally-funded programs; staffing 
reports on effectiveness ...........cceeceeeee eee e rene nen re este e en ec en ene eee ene ee ee ees 

Residential alternative community care program; appropriation ............eseeeeeeees 


Spouse and child abuse special account; assessment of administrative expenses ...... 


IMPORTS AND EXPORTS 


Agricultural products; inspections and certifications ..............:+ssseseeeeeeeeeeee ees 
Brown tree snakes; importing snakes to train detector dogs .........-.--+eseeeeeeeeees 
Cigarette and tobacco products; sale of export or foreign cigarettes ...............465 
Foreign trade zones special fund; appropriations from ..............:eesseeee esse eee ees 
Invasive species control and eradication 
Microorganism importation and research 
Wine imported for personal use; reciprocal agreements ..............sssseeeeeeeeeen ees 


INCOME TAX 


Amendment .......... ccc ccccce eee e eee e renee eeer arene eee ee rene nenenenenenererseeenneeeees 
Attractions and educational facilities tax credit ............eseeeeeeeeenee ence reer en enes 
Conformance to Internal Revenue Code ............ 0c cece ence eee e nee tener ere nseenenenes 
County general excise and use tax surcharge; repealed ..............sseseeeeeeer evens 
Delinquent taxes; investigation and collection ................sceceeeee eter eneneeneeees 
Estimated tax payments; amendments ..........-..sceeeeeenee ence ene cnet tees ree ereneens 
Extension of time to file tax returns .......... 0.0 .cc cece e eer e tenner ener ee eneeenenes 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 
Refunds donated to libraries special fund ..............:.eeeeeeee ence ete e ence eneeeneeees 
Renewable energy technologies tax credit ............sceeeee ences ere r eee cnet teeter eres 


INFORMATION 


Cigarette and tobacco products; registration of brand names and manufacturers ...... 
Commission on fatherhood; clearinghouse for promoting healthy family 
relationships ............0c cee eee eeeeee ee eeeeeee 23 

Criminal history record checks; amendments 
Driving under the influence of alcohol or drugs; use of juvenile records ............. 
Electricity companies; fuel mix and retail price disclosures .............-2-.+eseeeeeees 
Expungement of juvenile arrest records .........0. 0.20. es eeecencee eee ee ee eee eens en enenes 
Geographic information system special fund; repealed, transfer of moneys ........... 
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ACT 


95 
122 


98 
92 


103 
148 
200 §37; 215; 








Informed consent to medical treatment; information to be provided to patients ....... 114 
International matchmaking organizations; disclosure of prior criminal and marital 
history information ............. 0. cece eee c eee e eee eee eee eee eeeseaeeneeeetenseneenes 149 
Internet and e-commerce; tax administration registry 173 
Law enforcement or emergency services personnel peer support counseling; 
privileged information ................e cece esc e cece eeeene eee senetesenseeeenseneeens 25 
Legislative journals; sale and distribution function transferred to legislature .......... 28 
Mental health treatment and services; release of information for insurance billing 
PULPOSES. oii te Vaicies ee lone nupag selec wags Soisaedi anise vows ddeub ou suede Hie Papua Saalowa sends 204 
Missing children’s clearinghouse trust fund and advisory board; repealed, transfer 
OF MONEYS hv ioaskescudne, .3 dditeneer ex eaineeedeongeun nies aeuewtecd blneadadidea ok male ones 192 
Parks, trails, and public recreational areas; signs warning of dangerous natural 
CONCIIONS iio ce ctawce ts wedi sed ceteeedshessanse ven geges oven bleed oienr aed) Radanameaes 82 
Privacy violations; criminal offenses and destruction of recordings .................0. 48 
Proposed constitutional amendments; voter information and education function 
transferred to legislature ........... 0. .ccceeceec ees eeceeceeceeeeeseneeestuueeseeneenes 8 
Registry of Hawaiian persons .......... 2... .ce cece cece cece ee eeeeeeeeeeeeeereeeeenenenes 217 
Sex offender registration; requirements and release of information .................... 62 
Skateboarding injuries at public skateboarding parks ...............ccceeceeeeeeeeeeeees 144 
Social security identification numbers ..............0.0cccccccccecceeveveveucucucaeeeeees 15; 23 
State Internet portal and access Hawaii committee; extended ...............0..c00ceeee 110 
Tax delinquencies; compromise of debt posted on Internet ..................00ce0ceeee 136 
Unclaimed property; publication of notice .............c cece eee eeeenceneeeeerseeseesens 74 
Victim leave; confidentiality of information .................ccescceseeesceveeeveveeuas 60 
INSURANCE 
Agents, brokers, and solicitors 
child support default ............0.cc eee c cece cence eens este eee eeeeeeseaeneeeereeeeaeens 212 
continuing education 
course provider licensing ...............e sce eeeeceee eee eeneeeeeteeeeeateaseateaeenes 55 
Credit HOULS: fos. ced esto ae ecieciesteiccale riers caied ord ccicns adv Ga eave nddoe teal gonueuy ended dees 212 
student loan default ............... cess eee ce cee ee eee c ence cea eneneeeeneneeesestaeneaes 133; 212 
AMCNOMEDtS tes cccectesemecwee esis ele de dannidiana dd sedes youn dies tsrecsaawrer chosen ees tsa hee 212 
Captive insurance companies 
AMENGMENES. 5 oo.ds vice heave csin canine Sa sewed udie caw teeawiieeenisuds essa ndadaade cose ease dal ed ox 209 
insurance division branch; supervision ................ccccececeeeeeeeeeeeeeesueenenes 205 
permitted investments .............cece cscs sseecncneencneeceeeeereeeseeenseeeneeeseeees 208 
Dental service plans; extension of regulations and examination waivers .............. 128 
Health insurance 
children’s health insurance program; appropriation .................ccceeseeesceeeees 57; 200 §22 
EMELBENCY COMMTACEPLIVES 2.0... ... cece sec ene ce ncccnennteneeesecessneseceesnaseesevane 201 
employee health benefits; prepaid health care plans ............ 2... cece ecceeeeeeeaes 206 
THAUG cc os.cs shoe se veGoe doen nescng pau Meuemareeaapeas sain Seg aaneadieusadessa/seaduan tes 125 
Insurance commissioner’s education training fund; appropriation from .... 178 
Liability insurance; university risk management program ..............0.ceceeeeeeeeees 186 
Mental health treatment and services 
insurance coverage for serious mental illnesses; made permanent .................. 197 
release of information for insurance billing purposes ................cccceceeeeeeaes 204 
Release of joint tortfeasors from liability; amendments ....................cccseueeeees 146 
INTEREST 
Delinquent taxes; waiver of penalties and interest ..................ccceceeceeseeeeeeees 136 
Municipal bonds; insurance and banking arrangements ...........6.....0.cecseeeeeeees 38; 39 
Public employee pensions .............. 0 cece ce eee cece eee e ee eee ee eeeeeeseeseceeneeneees 134 
INTERMEDIATE APPELLATE COURT 
Foreclosure appeals ......... ree SDAN ee row dleec.ccseldeduaia oeewers Denise Oveacsansactaiaaes 89 
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INTERMEDIATE APPELLATE COURT —cont’d 
' Judges; compensation and retirement ..............e cece eee e eee n een ener ereeeenereneeenes 


INTOXICATING LIQUORS 


| Ambulance drivers and emergency medical personnel; alcohol screening policy ..... 
Liquor licensees; criminal history record checks of applicants; amendments .......... 
Minors 
driving under the influence of alcohol or drugs ...............seeceeeeeeeeeneeeneeees 
liability of adult for injuries or damages caused by underage drinking ............. 
Operating vehicle under the influence of intoxicants, see MOTOR VEHICLES 
Prison population; appropriation for alcohol and substance abuse services ............ 
Reciprocal shipment of wine; amount allowed and permit exemptions ................ 
Social host liability; underage drinking ............ ce ccce cece cece cece eect ee ee een ences 


JUDICIARY 


Administrative director of the courts; salary ..............csec cess ee eeeeeeeneeeeeeenees 
Appropriations act of 2003 ........ ccc cece eee e cece nee e en eeee een eneeen ene eee een eneeeee 
Collective bargaining agreements; appropriation .............. 2. sce cece nsec eect ence ene 
Computer system 

funding through special assessments ...............cecce eee ee cece eee e ee eeee eee eeneens 

POPOL sy Foye seewdSundcnke siete hod use scp deas Heued se bee de slbsitds phy sd eagle aindinae’s Mantes oS 
Court costs and fees ; 

administrative revocation of driver’s license hearingS ............:ceeeeeeeeeeeeneees 

domestic abuse protective Orders ............cccece eee ece eee ee eee e eee en ersten eneeeerene 

judiciary computer system surcharges 

parent education surcharge ..............ccecece eee ee eee ee ene ne eens sees eee enenenees 

parking for disabled persons violations 

payment by debit cards .......... cece cece cence net e tenet eee renee et ene eet en ates ene ene 
Criminal charging procedures; task force and report ...........csceeseseseseeeeeeeenens 
Judges 

Tetirement Gate: ..2 sss suinsises coats dees soos easing ia lasers soasedwive ees cedeay sees ess 

salaries set by judicial salary ComMiUSSION ............... cee sete eee e nese nescence eeenees 
Judicial salary commission; membership, duties ............... cscs cece ence eee eee enenes 
Parent education special fund; assessment and USES ............ceceeeeee entree eee eer ees 
Probation services special fund; assessment of administrative expenses ............... 
Re-description of personnel positions; report .......... sce ecee cence ee ene nen eneneeeeeenes 
Spouse and child abuse special account 

appropriation from ........ 2... c cece cece cence eee eee e tenn ene ee ee enna teen ee ne tenes 

assessment of administrative EXPENSES ......... 0... ce cece een cece ener e ene eeeeenees 





KAUAI 


Camp Alan Faye, Waimea; land exchange with Boy Scouts of America .............. 
East Kauai irrigation system; appropriation ..............e cece cece eee e nen ee en eneee eens 


LABOR AND INDUSTRIAL RELATIONS 


see also WORKERS’ COMPENSATION 

Boiler and elevator safety revolving fund; repeal date changed ..................00000 

‘Child dabor; amendMents ss esd. sed os ee eales iene doe ca Resa his bowen nee eas side sedis slsine 

Job training programs 
federally-funded programs; staffing 
reports on effectiveness .......... cece cece e eee e eee een e een e nee e eee enenenenes 

Occupational safety and health training assistance fund; appropriation from .......... 





LABORATORIES 


Laboratory technicians; license denial or suspension for student loan default ......... 
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153 
69 


133 


Microorganism importation and research; permit exemptions and transfers between 
Laboratories 3. 5 isi. 5 is hat sine o penta ded Sone wedod bagea i aeauu seaua eau encea vevEunmeacssest 


LAND AND NATURAL RESOURCES 


Agricultural lands and facilities; transfer to agriculture department ..... LeSadeeehocen 
Claims against the State; appropriations from ocean recreation and park development 

Programs TuNdS: 5 cites. de2i eeceasPeseassenes Voss Nar eecad ne ensadecs cieedasadcees® 
Conservation districts; notice and penalties for violations ..................c0ceceeeeeee 
Dangerous natural conditions on public lands; risk assessment ...................0.006 
Kikala-Keokea infrastructure improvements; lapse of appropriation extended ........ 
Land exchanges; legislative disapproval process ..............0cecceeseecevcceseuseusees 


LAND COURT 


Registration of accreted lands ......... 0.2... cceceececeeeeseateeceueveresseseucecenens 


LAND USE 
see REAL PROPERTY 


LANGUAGES 


Foreign languages; curriculum priorities .................cccceceeceeesescuceeseucenesens 


LEASES OF GOODS 


Motor vehicle fleet leasing contracts; terminable rental adjustment clauses ........... 


LEGISLATIVE REFERENCE BUREAU 


APPrOpriatiOns ose. seks nienons Weis susewus es ed vtec gouleye leSeussiguaes baaeeeonecssat aise 
Criminal history record checks working group; extended .................sceeeeeeeeees 
Proposed constitutional amendments; voter education function repealed .............. 


LEGISLATURE 


Appropriations: 2.22: 202 .cctlsa pense e ane debsevenusdssageeen sessed eves vhcbues es dees tewed 
Broadcast program; appropriation 
Charter schools budget requests ..............cccessceceeeececeneeseeeneeeeeeeeeaterenens 
Executive branch salaries; disapproval process .. 
Judicial branch salaries; disapproval process ...............eceecceceeceeeeeteneeeseneens 
Land exchanges; legislative disapproval process 
Legislative journals; sale and distribution function transferred to legislature .......... 
Publication of proposed constitutional amendments ..................cecccesceeeeeeeees 
Safe harbor agreements and habitat conservation plans; approval .................0065 








LIBRARIES 


Criminal history record checks of employees and applicants; amendments ........... 
Donated moneys; use for staff salaries and operating expenses ................0.cceeee 
Income tax refunds donated to libraries special fund ............. 0... .cccceceeeeeeeees 
Procurement institute library 2.2.0.0... 0... cece ce eee eee nc eee eeceeceeeeeeerseseeneeeens 
State Internet portal and access Hawaii committee; extended .................000000005 
Supreme court law library; appropriation and report ........ 20.00. .cceceeeeeeeeeeeeeees 


LIEUTENANT GOVERNOR 


Campaign spending commission, office of elections, and elections appointment and 
review panel; transfer to department of accounting and general services ........... 
Commission on fatherhood ............ 00. eee e cee e eee ce cece eee eeeseeseneeneenseeeensens 


ACT 


12 


73 


220 


21 


LIEUTENANT GOVERNOR— cont'd 
Salary set by executive salary ComMiSSION ..............:.:e ese eee ene eet ene eee teen reas 
| Staffing expenses of office; emergency appropriation ..............:eeee eee ee eee eee e ees 


LIMITED LIABILITY COMPANIES 


LONG TERM CARE 


Adult residential care homes; unannounced visits and inspections ..................06. 
Assisted living facilities in condominiums and cooperative housing projects ......... 
Criminal history record checks of operators and employees; amendments ............ 
Dependent elder abuse 
adult residential care home investigations 
CEVE) ACTIONS: 563 oieie vos seddicasran tind ose eceee eunsaid Lee a ae Toe ead adeeb sae Meee eeaeees 
Home and community-based case management agencies and foster family homes; 
licensing extended ..............cccecceecc eens censeenceencececsecneesaeebasesasesdenees 
Honolulu neighborhood housing services retirement community; special purpose 
revenue bonds extended .............sccceeeesc even e ee eee eee eeneteneeeneeenenetenees 
Indigent patients; transfer of funds for care and treatment ...............eeeee eee eee 





Nursing homes without walls program; appropriation and report ................6.++ 


MARRIAGE 


Family leave to care for spouse; use of employee’s sick leave ...............seeeeees 
International matchmaking organizations; disclosure of prior criminal and marital 
history information ..............eccee eee ee ce ee eee cence ence ences eee te eee eneneeeenees 
Public employees’ retirement system; notice of selection of pension option .......... 
Separation, divorce, or parentage actions; parent education surcharge ..............++. 


MAUI 


Domestic violence clearinghouse and legal hotline, Maui; appropriation .............. 
Emergency aeromedical helicopter services ............csseseeeeeneneeeneneeeeeeeetenene 
Hale mahaolu; grant for personal care program for disabled and elderly .............. 
Hana community health clinic; appropriation for services for uninsured patients ..... 
Maui AIDS foundation; appropriation for case management program ................- 
Molokai general hospital; appropriation for subsidy ............-..0sseeeeeeeeneeereeees 


MEDICAL RECORDS 


Informed consent to medical treatment; information to be provided to patients ....... 
Mental health treatment and services; release of information for insurance billing 
PULPOSCS ssl shed nasties yacna con's vee wnaleceseee ae gee veh eget le te ebe bees obee he asad oe 


MENTAL HEALTH 


Anti-psychotic medications; medicaid prescription drugs program ...............+.+0+- 
Child and adolescent mental health program 
criminal history record checks of service providers; amendments ................+++ 
Felix consent decree reports 2.2.20... .cc cece cece cece eee e een ene enero een nne een eenes 
Child intrafamily sex abuse victims; appropriation for treatment services ............. 
Developmental disabilities 
claims against the State; appropriation from health department program ........... 
criminal history record checks of domiciliary home operators; amendments ....... 
Extreme mental or emotional disturbance; affirmative defense to murder and 
attempted murder 2.0.0... cece cece e nen eee eee ene ee eet e tee eeeneeeeeenenes 


800 


124 
124; 210 


202 
185 
95 


202 
196 


98 
165 
200 §§138, 


139, 140 
200 §37 


204 


200 §36 
95 

200 §28 
Sp 3 


58 
95 


64 


Felix consent decree reports 20.0... 00... cece cee ce cence eee ee tent eeeeaeereeeteneeetensens 


Hawaii state hospital; report on community plan implementation ..................... 
Health care for uninsured persons; appropriation for community-based health care 
PLOVIGEIS acnnciee veces ied se ctecoidsde edenperte aed daha cae aneme eed acs Bebaadecicbatuewacente 
Law enforcement or emergency services personnel peer support counseling; 
privileged information ........... 00. c cece cece ence eee eee eect eee e sete ees teeaeenuee 
Prison population; report on programs ..................- 
Public assistance; failure to pursue medical treatment 
Release of information for insurance billing purposes 
Serious mental illnesses; insurance coverage for treatment and services made 
PEEMANEDE . o2 ici s:n ts Sa tie sideicie sa bvigtadsie vo cas va sine b cis cele Seaulvind oodhds oeaahersaseine geeks 





MILITARY 


Filipino World War II veterans; funeral, transportation, and burial expenses ......... 
Korean War commemoration commission; appropriation ...............cceeeeeeseeeees 
Motor vehicles; shipping vehicles out of state .......... 0... e cece cece eeeeeeeeeeeeeuee 
National guard and military reserves; leaves of absence for public employees ....... 
Tripler army medical center; microorganism importation and research ................ 


MOTOR VEHICLES 


Commercial drivers 

insulin-dependent diabetics 0.0.0.0... 00... cece eceee cece eee ee rete eee teeeneeetensens 

PrOOF Of GOMICIE sed. cesiceses endo daceite ss ax dtwdatives ses shen ctuemt wtieesavewasenties 

social security number on license prohibited 

waiver of written and driving skills tests ............... cess ccscceeceeeeeeeseesseeeas 
Commercial fleet leases; terminable rental adjustment clauses .................00ceee0 
Dealers 

franchise or distributorship agreements ..................e eee eee 

out of state purchase by military personnel 

terminable rental adjustment clauses ........ 

when. license required... 2 cc0c ccc ucece ee eweis codwesedsece deed aeen abe 
Driver education and training fund; transfer of moneys ................eceeeeeeeeeeneee 
Drivers’ licenses 

administrative revocation hearings ................csce ec eeee eee ee eee eee eee eneeeaeenens 

false or fraudulent licenses used by minors; penalty 

identification documents for non-CitiZens ....... 0.0... eee e cece eee ence eee eeeseeenes 
Driving under the influence of alcohol or drugs 

administrative hearing costs and fees ............ ccc cece cece eee ee eee eneeeeeenaneeenes 

habitual Offenders: i. c.iccees topicdev ees obs wleetnes steteapatedele vsteheeeesade 

juvenile records ......... 0... cece cece cece eee eee widen Sewdoe Seiewjowe dian’ 

testing drivers involved in accidents ................. 

underage drinking; liability of adult for injuries .... 
Electric personal transportation devices (Segways) .... 
Emergency Vehicles: 3.25.3 eyesssnsseegeueevesse eshte ce teed ben si sy sdioeovescewoawenegs 
Fixed rail or monorail transit system for Oahu; county excise and use tax surcharge 

repealed: visi teu diaheeneerbrenses houddeadoueepearvmoven ye ieas sonny duane teaaieldee kis 
Manufacturers and distributors; licensing and regulation .................. ce eeee eee e eee 
Parking for disabled persons; amendments .................. 00. ecee eee eee eee eee eeeeee 
Registration; anatomical gifts special fee made permanent ..................2cceee eee 
Rental vehicles 

collision damage waivers; rental agent’s commissions on sales ..................06+ 

fleet leases of vehicles or trailers } 

shipping: Of vehicles: o..02...4.00c0. ccveve end ieee dnaeued soa va ee cea taeds cas awteees seenees 
Shipping vehicles 

military: personnel i..s.en.f oie eee ele he ak Eee candied cata dters att dee tatale Sale ulesd 

rental Vehicles: 2: 633. dus geht aos odd os olaycceas Dosde anes dear crboneateraelagitl eatesaayes 














ACT 


200 §§28, 


30, 47 


200 §§26, 29 


215; Sp 3 


ACT 


MOTOR VEHICLES—cont’d 
Towing companies 
COUNTY Tegulation << esses nesses we Seen spa es vaste needa das dsinw nseodine swe loncdbedecneds 84 
storage charges increased 84 
Traffic violations 











notice of traffic infraction 4 
police vehicle exemptions 112 
water safety emergency vehicle exemptions .................eceeeeeeeeeneeeeeeeenenes 112 
MURDER 
Extreme mental or emotional disturbance; affirmative defense to murder and 
attempted murder ...........:.cscecces cece cceenceenceenctecereeseeenceesceenstesseenses 64 
NONPROFIT CORPORATIONS 
AMC MENS’ s.55.ccse see tisac eee aetiack c osyestses tedsed se ocivuleesesveremeadamsnsedssee 124 
Hawaii 3R’s; school maintenance and repair funding ...............ccee sees teense eens 214 
Indemnification of directors ............ sc cece eee e eee e eee e eee rece eee eeee tense tens tenes 81 
Planned communities; election of directors and officers by mail ..................0065 87 
Shares of stock, dividends, and distributions prohibited .................2..:eeeeeeeeeee 124 
Termination or cancellation of membership classes ..............cseseeeeeeereeenerenes 81 
NURSES 
Center for fiursing :o25s0g cee ccadisoetiee wa ties bt ticles ng Ses Pogew b wigaigia a Sales eaten ons ewtenls are 198 
Collective bargaining agreements; appropriation .... 143. 
Licensing fees; additional surcharges ............:secceeeeceeeene eee eeeeeeeneene ene eneeee 198 
Student loan default; license denial or suspension procedures ..............:eeeeeeeeee 133 
OCCUPATIONAL SAFETY AND HEALTH 
Appropriations and reports OM PrOgramsS ...........ceecesee reece enon ee etene eee ensenenene 200 §§10, 11 
Boiler and elevator safety revolving fund; repeal date changed ..............:..eeeeee 178 
Training assistance fund; appropriation from .............e cee ece nee ee eee e ee ee nen enenene 178 
OCCUPATIONAL THERAPISTS 
Assistants and support personnel .............:ecce cece ence ence eee ee eenneeeeeeeenanens 97 
Regulation made permanent; temporary permits repealed ..............0seseeeeeeeeneee 97 
Workers’ compensation coverage fOr SETVICES .... 2... 2. cece eee ence eee e tne eeenenenenener 171 
OCEAN AND MARINE RESOURCES 
Aquarium and marine science research facility at Ko Olina resort; tax credit ........ 100 
Claims against the State; appropriation from ocean recreation program funds ........ 58 
Emergency radio beacons or distress call equipment for ocean recreation vessels .... 54 
Salvinia molesta or minima, and pistia stratiotes; import and sale prohibited ......... 85 
Water safety officers 
emergency vehicles exempt from traffic laws ......... "ees letala Sahara deafestons sie daidia bers alaatiata 112 
peer support counseling ............. cece eee eee ence en ee ene eee eee eeneneneeenerenes 25 
OFFICE OF HAWAIIAN AFFAIRS 
Appropriations act Of 2003 ............cce eee e cece ence eee ence ees enenetenerenseeneeenaeee 183 
Ceded lands 
appropriation to native Hawaiian legal corporation ...............:seceeeeeeeneeeeees 183 - 
public land trust revenues; appropriation ...............cece cece eee eee e eee eeneeenees 34 
Employee health benefits plans ..............:.c cece cence ence eee eeeeeeneneneeeeserenes 152 
Grants; amendments ...............0ce cece cence eee e nee e enon ence ence eee eeee tenet eeeeens 9 
Hui Imi advisory council .......... ccc cece ccc cece ence renee eee e eens ee eeeseteneneeenes 42 
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Kikala-Keokea infrastructure improvements; lapse of appropriation extended ........ 
Registry of Hawaiian persons ...............0cccceeececeueuees diet caediae svi Puseedemieead 
Social services to native Hawaiians; action plan .................0..ccccssceceeceeveees 


OMBUDSMAN 


Appropriation .......... cscs e eee eee eee ete eeeeeeeee ircuhiatah deesbessMidovdtenstendsteun ves 


PARENT AND CHILD 


Adoptive parents; criminal history record checks; amendments ..................0.0005 
Caregiver consent to enroll in school and participate in activities ..................... 
Child intrafamily sex abuse victims; appropriation for treatment services ............. 
Community family centers; grants for Services ..............ccceceeeecsesesesesceceuens 
Family leave; employee’s sick leave used to care for family members 
Father-child relationship; commission on fatherhood 
Liability for underage drinking ................cccccceeceecceseuseecceceuversseuseuceeees 
Parent-teacher conferences; paid leave time for public employees ..................... 
Separation, divorce, or parentage actions; parent education surcharge ................. 






PARKS 


Boy Scouts camp grounds on Oahu, Kauai, and Hawaii; land exchange .............. 
Claims against the State; appropriation from park development program funds ...... 
Criminal history record checks of operators and employees; amendments ............ 
Dangerous natural conditions; state and county duty to warn and immunities to 
Tiability® cic. 5 waacesclecuiie spans «oteies ecevinees sade cbaddyeutarias deadaae Goeccsundeatanoes 
Drug possession, distribution, or sale near parks 
Skateboarding parks; state and county immunities for injuries and damages .......... 
State parks special fund; appropriation for public land trust proceeds ................. 
Trails and access program; deposits from transient accommodations tax .............. 





PARTNERSHIPS 


PENAL CODE 


Assault against law enforcement officers 2.2.20... 0.0... ccc ecc cece cece eeseeeaeeeseeenes 
Criminal property damage; knowingly damaging property .................ceseeeeeeees 
Disorderly conduct; offense defined ........... 00. c cece cece cece eee e eee eee eeseeeseeenee 
Drug offenses 
nuisance abatement UNit .......... 0... cece cee ee cece ence cece eeaeeeeeeeeaeeeseneenees 
promoting controlled substances near public parks .............. 0... cscccsseeeeeeees 
Harassment by stalking; amendments .....................e20000s 
Hate crimes; crimes based on gender identity or expression 
Murder and attempted murder; affirmative defense ...................ccccccceseccevenes 
Privacy violations; criminal offenses and destruction of recordings ................... 
Sexual assault; age of consent for sexual conduct ...............cccccscceeececceseevess 





PHARMACISTS 


Controlled substances schedules; amendments ............2....20cceccceeseeesseeseeeaes 
Dispensing prescription drugs; amendments .................cccecceeeseesseenseeeeceens 
Emergency contraceptives ..............c ccc cece cece cece eee e eee tes eeneeeneeeeneteneeeens 
Generic drug substitutions; formulary of approved substitutions ....................005 
Medicaid prescription drugs program 

appropriation and report ....... 0.0... cece cece cece eee c ee ence cence eee eeeeeeeeeeeeateneee 


income eligibility; sunset ..........0 0.0.0 cece cece ee cence ence eee ee eeeeeaseeaseeeaee 


200 §36; 215; 


Sp 3 
191 
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PHYSICIANS AND SURGEONS 








Graduate medical education program and advisory council ............:.seeeeeeee ee eee 181 
Health care for uninsured persons; appropriation for community-based health care 
PLOVIGETS: ..os.0:5 bese cn esate esiset tes 215; Sp 3 
Health insurance fraud 125 
Informed consent to medical treatment; information to be provided to patients ....... 114 
Medical torts against health care providers 
alternative dispute resolution and filing actions ...............--seseseee ener ene e ee eee 211 
physician consultation on merits of Claim .......... 0. seceeee erence rete nee ee een enes 211 
PLANTS 
Agricultural inspections and certifications; amendments ............-.+eseerereneeee eee 49 
Indigenous species; safe harbor agreements and habitat conservation plans ........... 35 
Invasive species control and eradication ........... 6. ccc ese eee ence eee e teen ener ener enes 85; 86 
Salvinia molesta or minima, and pistia stratiotes; import and sale prohibited ......... 85 
POLICE 
Assault against law enforcement officers ............. cee eee ee eee e eter ence eee ee ene eeees 66 
Counsel and release of juvenile offenders; expungement of arrest records ............ 6 
Mileage fees for court appearances ........... cece eee eee rere neces teen eee enone teens 31 
Motor vehicles and motorcycles; exemptions from traffic laws .... 112 
Peer support counseling ............:eseece sees eee ee ee eee rece eet ee ere ne nett ne neeeeneen ees 25 
Sex offender registration; requirements and release of information .................... : 62 
PRISONS AND PRISONERS 
see CORRECTIONS 
PRIVACY 
see INFORMATION 
PRIVATE DETECTIVES AND GUARDS 
Criminal history record checks of employees and applicants; amendments ........... 95 
PROFESSIONS AND OCCUPATIONS 7 
Criminal history record checks; amendments ........ caiv's daldeuish Upsaweetoa de wbakasstange 95 
Health care workforce shortages and training programs ...............eeee seen renee es 181 
Insurance licensees continuing education course providers ............eeeeeenee eee eee 55 
Public contracts; awarding contracts and filing protests ..............eeeeee ence eee noes 52 
Student loan default; professional license denial or suspension .........-...+-++++se0e¢ : 133; 212 
PROPERTY DAMAGE 
Criminal property damage; knowingly damaging property ..........-....sseeeeeee ee ees 19 
Historic property or burial sites; failure to obtain approvals before development 
Of PLOpPerty 2... ccc ec ee cence teen cence renee essen enee sree renesensnee eee eeeeerene ees 104 . 
PSYCHOLOGISTS 
Insurance coverage for serious mental illnesses; made permanent ..................645 197 
Qualifications for licensing ..............c ccc e cece eee e eee eee ence enter eer erereretenenes 79 
Release of information for insurance billing purposes .................0cee sense eee ee eee 204 
State-employed clinical psychologists .............:eseseee seer eee ne nett enon eee ne ee eees 719 
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PUBLIC ASSISTANCE 











Bridge to hope program; appropriation .................cccceceececeneeessssseceueecenens 215; Sp 3 
Child welfare services 
adoption assistance and difficulty of care payments .................0cccsceceseeeees 200 §§33, 34 
eligibility determination unit .......... 0.0... le ccc ce cece ee ee ee ee eee eetaseesaenenes 200 §32 
multi-agency case coordination ............ 0c cece cece cece ee ee eeeeceetesenenseeenenes 200 §31 
Chore services program 
APPLOPTAON > oo 5 4 cesses stewed ees v ese Mea wsaces hase os och vageaaeeaiiesdeentins ebook 215; Sp 3 
reports 200 §35 
General assistance to physically or mentally disabled persons; good cause failure to 
pursue medical treatment .......... 0. cece cece cece eee ee ea eee eeeeaeeestteneenees 105 
Health insurance program for uninsured children; appropriation ....................... 57; 200 §22 
Medicaid 
APPLOPrlAtlON esses Sele ea eetew cca deeds ole echo dandkaed tape nianedies owelsewankee 22 
health insurance portability and accountability .................0ccceceeeeceseeceeeees 200 §38 
investigations recovery fund; appropriation from ...............c0ceceeeeeseeeseeenee 178 
prescription drugs program 
appropriation and report 2.0.0.0... cece eee ec cece eee ee tec eeeeeeeeeeesteceeaeenens 200 §36; 215; 
: Sp 3 
Income eligibility. vecccwss eat naes ceetcceea wees ca Saeed teas panwddden toe eeeds oak been 191 
SUNSEL OF PLOCLAM 5 665. se Seed nag eenecosnv clduiend csi gareeesdadaevedeasiebsaseness es 191 
PUBLIC CONTRACTS 
Airport passenger facility charge revenue fund; exemption from works of art fund 
ASSESSIMENE. (edits. cyicuisracreteity sje die'g oS spoistets vtbteiorew SA7L 6:2 AT ON de cians weeced ea ene ene ee dea eees 178; 213 
Correctional facilities development or expansion ...............cccceeeceeeseneeeeeneees 221 
Hawaii contractor preference repealed 2.00.0... ... cece ec eccec esse ceeeceneneeeeeeestuees 52 
Office of Hawaiian affairs grants; amendments .................cecececeeseseeeeseeewers 9 
Purchase of goods and services 
awarding contracts, protests, and compliance of contractor with state tax and 
labor lAWS! 20.0 uveiietia Seis ah de decclae sinters ee deset ad edepandeucataneaciaaadeoretseed 52 
payment by government procurement cards ................ccceeeeeeeeeeee ee eeeeeenes 51 
procurement education and training institute ............. 0... cece eeceec eee eeeeeeeeees 52 
School facilities maintenance and repair 1.2.2... .... ccc ecece eee enceeeeeeeeceeeeuseueees 214 
PUBLIC EMPLOYMENT 
Civil service 
federally-funded job training programs exemption .................cceseeceeeeeeeeees 103 
waivers and exemptions from requirements ..................ceceeceee eee ene eee eeeees 40 
Collective bargaining 
appropriations for agreements 
unit 1 health plan employer contributions 137 
unit 5 health plan employer contributions 139 
unit 7 health plan employer contributions 140 
unit 9 settlement agreement ......... 00.0... cece sce ec cence eee eeneeeeeeneerenens 143 
unit 10 health plan employer contributions .................cccceceeseeeeeeenseeees 141 
unit 11 settlement agreement ............. 000 c cece eee eee eee cence ease eeatenees 142 
units 2, 3, 4, 6, 8, and 13 health plan employer contributions .................... 138 
binding arbitration’ jc. as ctevicke tetas Coggelduawaeseatadetssosh lnabceuasaeeses vagtenes Sp 6 
Criminal conviction of public employee; termination of employment ................. 150 
Criminal history record checks; amendments .................c0ccccccscecesscceveveneee 95 
Employee assistance programs; peer support counseling sessions ...................45 25 
Health benefits plans 
collective bargaining agreements ............ 0... c eee ecee eee e ence cece ence eeaseesaeenees 137; 138; 139; 
140; 141; 142; 
143 
office of Hawaiian affairs employees ........... 0... cc ccc ece cece enc enseeeeeeeeseeaees 152 
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PUBLIC EMPLOYMENT—cont’d 
Health benefits plans—cont’d 






















retirees and surviving spouses; state and county contributions ...................665 111 
serious mental illnesses coverage made permanent ..............2.ccceeeeee tener eens 197 
Leaves of absence 
family leave ................20065 Sus Qacion wgieghe Maes a auaive sad ves moe eum sae eels a Menino ee 44 
military leave 2.0.0.2... eee e eee e cece e eee eee nee eeeeeeeee reebeebeseh Geeetet eng esise mes 109 
parent-teacher conferences ............c cece cece eee e eee e ne tenet nee e ten eeneeneeeeeees 108 
Red Cross disaster relief Services .............c secs cece cece ence erator eneneeenenes 24 
sick leave 
accumulation; reports to retirement system 134 
used for family leave purposes .......... rainige Dias stele oc ois Uisldigaehteieise's cas ueinieseesiead 44 
vacation allowance 
lump sum payment prohibitions ......... 0.0.66. ccc eee cece ee eee eee e tee eee tee enene 109 
reports to retirement SYSteM ........ 0... cce eee eee renee eee e eee enenenenenenererenaes 134 
tax deferred compensation plans .............cccc cece center rene rete een eeeeeeenees 109 
Pension and retirement systems 
accumulated vacation allowance; tax deferred compensation plans ................+ * 109 
administrator’s salary ............cecceceeese een e rece eee eeee tenes eeneeteeenenenenenes 118 
average final compensation calculation 118 
class B members .............scscesesee erence eeenee 121 
emergency medical technicians ................... 199 
finalizing pensions ....... EL tira bernie colar oak crn eters ontcronnna eoretcis nna Grae du aise eraisalataes gileiet (toes 134 
health plans; state and county contributions for retirees ..............:eseeee eee ee ene 111 
information from departments and agencies 134 
nonresident aliens ................ceeceeee eee eeeees 121 
payment of benefits 0.20.0... eee eee ee eect cece ee eee ne eee reee ee eeees en eneneeeeeee ‘418 
selection of retirement benefit option; notice to spouse or reciprocal beneficiary .... 182 
university faculty ......... cece cece eee e eee ence eee ee eee eee n eee eee eee ene eenenenerer 119 
Salaries and compensation 
governor, lieutenant governor, and department heads and deputies ................. 122 
justices, judges, and judicial officers 123 
library staff; private funding ............... 193 
retirement system administrator 118 
school deputy and complex area superintendents 187 
vacation allowance lump sum payment; when prohibited ..............ceeceseee eens 109 
School business assistants; conversion to permanent status 189 
State-employed clinical psychologists; licensing ...............seeseeeseeee 79 
State parking revolving fund; appropriations from ...............eseseeeees 34; 178 
Workers’ compensation claims; reports ....... 26... 0cc cece ence eee eee ene eereeneeeennes 200 §72 
Workforce modernization projects; boards of water supply ............ceseeeeeeeeeeees 40 
PUBLIC LANDS 
Accreted lands; declared public lands, claims by private landowners ...............45 73 
Agricultural lands and facilities 
agribusiness development corporation lands .............:..eceeeeeeeeeeeeeeneeeneeens 47 
transfer to agriculture department .............. cece cece cece eee eee e nee eneteneeenaeees 90 
Ceded lands 
appropriation to native Hawaiian legal corporation .............:eeeceeeeeeeeeneeeeee 183 
public land trust revenues; appropriation .............:cece cece ence eee eene eens eeneees 34 
High technology development corporation; acquisition and disposition of lands ...... 93 
Invasive species control and eradication ........... 2... cece cece een cece ence eeeeneneeens 85 
Land exchange 
Aloha Council Boy Scouts of America lands in Waikele, Oahu ...................- 27 
legislative disapproval Process 10.2.0... 2... cece cece eee e cece ee ee eee e nance eneeeeeeeaees 75 
South Kona wilderness area ........ 0.0.00. e eee e ccc n cence ee ee sence eneeeneeeeeeeeneees 59 
Leases ; 
agricultural: lands. 0253520 icederee sede sigs de eed age ticaide eee Ge sea eeenee ange eelen’ 90 
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maritime-related USES ....... 00... cece cece eee e cece ee ee te ee ee eeeeeaseeeeevunerenenenees 
Parks, trails, and public recreational areas; dangerous natural conditions ............. 
Public land trust 

appropriation to native Hawaiian legal corporation .................e0cceeseeeseueuee 

proceeds for use of lands; appropriation .................ccceceeeceeseeceeseseesevaees 
Safe harbor agreements and habitat conservation plans; eligibility and 

CNLOLCEMENEY 332 3h ocieutsc anise nena Sadades oe ace aw Sno aadl ond ye cu vantasts dlaaetes 
School facilities and grounds, Island of Hawaii; transfer from county to state ........ 
Skateboarding parks; state and county immunities ...................0cccceseeeeseeveees 
Special land and development fund; appropriations from ...................0.eeeeee eee 


PUBLIC RECORDS 
see INFORMATION 


PUBLIC SAFETY 


Arrest warrants for parole violators; issuance ............0.icceeceeceeseueeeseusceceuees 
Controlled substance registration revolving fund; appropriation from ................. 
Criminal history record checks of employees and applicants; amendments ........... 
Division of department into separate entities; feasibility study ....................0.02 
‘Inmate store funds; appropriations from ...............cccecceeececeeeeseeceeessuceaees 
In-state correctional facilities; development or expansion of existing facilities ....... 
Job training programs; reports on effectiveness ................ccccceceeeceseeseeseenees 
Peer support counseling for employees ............ 0.0 ..ccceeceeceeceeseeeteeteeeeeeenens 


PUBLIC UTILITIES 


Consumer advocate 
long-term benefits of renewable energy ...............ccececceeseeeeesteeteeeveeeuens 
management audit of division ............... cece eee e cece eee ee eee eeee eat entenseeees 
Electricity production 
fuel mix and retail price disclosures ...............cccceceeceeceeceeceesteneeeeeunenss 
solar, wind, and photovoltaic energy tax credit 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 
Public utilities commission 
management audit ................. 
special fund; appropriation from 
Telecommunications relay services for persons with hearing or speech disabilities; 
program implementation and surcharges to fund services ................esceseeeees 











QUARANTINE 


Animal quarantine special fund; appropriation from ............... 0... ccc e ees eeese ees 
Brown tree snakes; importing snakes to train detector dogs .... 
Invasive species control and eradication ........... 0... ccc eeceee eee secre eeeeneenees 
Microorganism importation and research; permit exemptions and transfers of 
MICFOOTZANISMS. 55 5 oa2 ve siew ens adewesoiniien ta veces ove ses babebaneieaaeey wen iedevewet deed 
Salvinia molesta or minima, and pistia stratiotes; import and sale prohibited ......... 





REAL PROPERTY 


Accreted lands; declared public lands, claims by private landowners ................. 
Agricultural lands 
public lands leases and regulation transferred to agriculture department ............ 
restrictive covenants and private agreements limiting agricultural uses ated 
Conservation districts; notice and penalties for violations ...................0cceceeeuee 
Cooperative housing projects 
assisted ‘living facilities). <..2 2.5 csdvesescee dite qacded Sead edae ceddeedense bd sedsbsascaber 
criminal history record checks of managers and security guard applicants; 
AMENDMENTS esies sh iooseelessas wesw Seer d caw orndecabate ¢ he Mean der oedane Jon tbls 





185 
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ACT 


REAL PROPERTY—cont’d 


Covenants in leases, etc. 





protection of political speech ........... 00. ccc ese e eee ce econ ee te nett eteeeerenererenees 194 

restrictions on agricultural uses prohibited ...............cccecee ese eec eee eeeeeennees Sp 5 
Criminal property damage; knowingly damaging property .............--.:eeeeeeeee eee 19 
Foreclosures 

appeal procedures ........... 00. cc ce cece ceee eee e eee e eens eeeees MacapbolslGbends canon anes 89 

condominium unpaid common eXPeMmses ...........2. cece cece eee e ee ee ee ee ne eeneneenens 53; 80 
Historic property or burial sites; failure to obtain approvals before development of 

PIOPELbY® ooo sd. teen e dies Ae peiesied sh de attenevap sales eases 104 
Invasive species control and eradication 85; 86 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 100 
Land exchanges; legislative disapproval Process ..............eeceeeeeene sence eneeneeers 75 
Landlord and tenant; prohibiting campaign signs on rental property ................6. 194 
Landowner’s liability; immunity for invasive species control and eradication ........ 86 
Leasehold conversions; lots to be zoned for residential use ..............0.0cceee eens 29 
Planned communities; election of directors and officers by mail ..................00 06 87 
Quiet title actions; accreted lands ............ cece cece cece eee e ence eee ene ene eee eenenes 73 
Real estate commission 

assisted living facilities in condominiums and cooperatives ..............sceseeeeees 185 

condominium law review and recodification extended ................:eeeeeeeeeeeeee 131 

real estate education fund; appropriation from ............. 20 ccc eee ence nee eee e een eee 178 
Safe harbor agreements and habitat conservation plans; amendments ...............+. 35 
Solar, wind, and photovoltaic energy tax credit ............csceeeeeeene eee ene eee enenees 207 
South Kona wilderness area ............e sce ece sence eee e nee eeeeeeeeeeaerarenereeeaeenes 59 

RECIPROCAL BENEFICIARIES 
Family leave to care for partner; use of employee’s sick leave .............-..-eeeeeee 44 
Public employees’ retirement system; notice of selection of pension option .......... 182 
REPORTS OR STUDIES 

Access Hawaii committee; reports extended .............cecce eee e eee eee eereeereeenaes 110 
Accounting and general services 

school maintenance and repair ......... 00s cece cece cece eee ee eee e renee nee ee eee e nee 188; 214 
Agriculture 

agricultural water use and development plan, report extended ...............:.0000+ 11 

transfer of agricultural lands to agriculture department ................esceeseeeeeees 90 
Attorney general 

age of consent for sexual CONdUCE .......... cece cece eee cence cnet e ner eren ents nneeens 62 

special, trust, and revolving funds ...............cceceeeeeeeeeeeeeeeee ene eneseneeene 200 §69 

tobacco settlement agreement funds ..............c cece cee ence ence eee e eee eeteeeeeens 200 §70 
Budget: reports: 05 fasdiecsives secs xe getesie ovine Coleaibinn’s stele sGeu ae Suiedewte heres abenage dasstaye 200 §§109 to 


113, 117, 128, 
129, 133, 134, 





138 to 141 

Bureau of conveyances 

WOLKFLOW SHUGY 22.2... ccc ecco cnc scccaeencneneeecteceeaeceanencceetestecsenetaenasewaos 200 §61 
Business, economic development, and tourism 

capital loan revolving fund; repealed ............... ccc eee cece e ence eect ene ene eneeees 178 

innovation development fund; repealed 178 

renewable energy technologies tax credit .............. cee cccc cess enna eee enenee eres 207 
Commerce and consumer affairs 

operating expenses and fee assesSMEMtS ........... ee cee eee cece ence sree ener eneeeeneees 200 §60 
Condominium law review and recodification; extended ..................eecceeree eres 131 
Criminal charging procedures .......... 0... ccc cece eee e cece eee eneeeeeeeneeeeeeee daenns 190 
Criminal history record checks working group; extended ................::eeseseeeeees 95 
Education 

autistic: Children’s: S€rVICES | oie 6.Ssiscais aos second cdedes sense os Uda Sens Mee eeew se Se eelnes 200 §49 
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federal child care funds used for A Plus after school program ................2..005 200 §142 
FPelix*consént decree aii ac enedeaeae es Fede ced sewer cue S Sauibes Gey sea sede seaeStosees geese 200 §§48, 144 
fOOd ‘Servic: PrOPTAM <2. ces Shas cnn Fuse teics wena reac aesdeehevshec deca guecaad Vegeee 200 §46 
mental health services 2.0.00... 2... cccccce cece cece cece enencccaeaeeeeneneceeeesetenenrs 200 §47 
No Child Left Behind Act compliance 1.0.2.0... 00. c cece cece cece cece tena eeneeeees 200 §43 
school maintenance and repair 188; 214 
weighted pupil allocation system 200 §45 
Executive salary COMMISSION .......... 00... cece cece eee eect eee eect eens eeeseenssennneens 122 
Health 
assisted living facilities in condominiums and cooperative housing projects ....... 185 
environmental response revolving fund 200 §18 
Felix mental health services ................. 200 §§28, 30 
Hawaii state hospital community plan 200 §§26, 29 
healthy Hawaii initiative 2.2.0... 0... c cece eee ee ee eee eeeeeeeeeeseteeeeees 200 §21 
maternal and child health services ................. 200 §19 
substance abuse serviceS ............cccccceeccccuveccecveceuve ee ey Se nA S 200 §27 
Housing and community development corporation transfer to department of human 
services; modification Of provisions .............ceccecceee eee eeeeeeeeeeeseseeeeeenens 92 
Human resources development 
workers’ compensation Claims ...............ecc ccc eeceee eee eee ene eee eeeeneeeeenaenaes 200 §72 
Human services 
adoption assistance and placement services ............ cece cece ence eee eenee eens eenees 200 §§33, 34 
child welfare services .............cccceceeeneeeceeeeeeeeees 200 §§31, 32 
CHOTE:SEFVICES: ct sais ieeteicies chins Sons chk ba Towra Savely eS eoeteadeee s 200 §35 
health insurance portability and accountability 200 §38 
home and community based services ............ ccc cece cece eee cece ease eee eeeseenees 200 §37 
licensing of home and community-based case management agencies and foster 
Family: HOMES ».'5h.é osiadtesaie vn Baws Daw teev ede dated viswere anlage bdS beasearglae Coseualeeaee ee aureces 98 
medicaid prescription drugs program 2.2.2.0... 2... ecceecee cece eens cease nese eaeenes 200 §36; 215; 
Sp 3 
Invasive species: COMO] 1... .cce.0 niece nabentctoasandeetaeddeatecsvedsaeed as veusedesesy eos 85 
Judiciary 
computer system special fund .............c ccc cece ese ce cece ce ee reeset ee eeeeeeeenees 120 
judicial salary COMMISSION .............6 ccc eck eee ee eee eee eee ee ee eee ene eee enaenaes 123 
juvenile drug court program ............. cc cece eee cece cece tence tec eeeeeeeeneneetenaes 120 
law library dues and subscriptions ................c. ccc e cece eee ee ee eneeeeneneneenenee 120 
personnel position descriptions ........... 0... cece eee e eee cence ence ecto eeeeeeaneneee 120 
Labor and industrial relations 
boiler and elevator safety 0.0... .....ccc cece cece cece cece eee rece cence tees eeeeenaeeeenes 200 §11 
occupational safety and health ..............cccc cece e cece cece eee eee eee eee etaee eae 200 §10 
Land and natural resources 
dangerous natural conditions on public lands; risk assessment plan ................ 82 
transfer of agricultural lands to agriculture department ..................ccceeeen eens 90 
Office of Hawaiian affairs 
DUGREL TEPOIIS 4.0.63 assoc hee digas enna ee venleeteetea da baauits ee uileus rade vasadeReueagees 183 
Hui Imivtask: force ssccnc sak Sis cee eiseae cine oatiene tees dul ap aren dea died anaeneesse boees 42 
Public safety 
division of department into separate entities ............. 00. c eee cee eee ence eee eeeee 83 
incarceration in mainland prisons .............. 2c ecccee cence cece ee eeeeneseesensaneeees 200 §§57, 58 
substance abuse, job development, and mental health treatment programs ......... 200 §56 
Public utilities commission management audit ................ 0 cee eee ee eee e eee ee ee eens 94 
Skateboarding injuries at public skateboarding parks ................ 0... cceeeeereeeeeee 144 
Taxation 
multi-state sales and use tax agreements ............ 2... cece cece e eee ee eee eneeeneeeees 173 
Tourism authority 
OXPENGHMUTES Si Ane ae hs atau scales eden cas Saw ae sk sence sus. td ies Deaton Sede oan ved 200 §5 
Transportation 
airport and harbor security measures ........... 20... c cee cee eee eee eee eens ee eee ones 213 
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REPORTS OR STUDIES—cont’d 
Transportation—cont’d 





repair and maintenance projects ......... 0... c cece cece eens eee ence tea e een enenees 200 §§12, 14, 
16 
special funds excess expenditures ............... ccc cece cece cee e nese nese naan eae eeeees 213 
University of Hawaii 
budget TepOrts 252520202 eae ieee st eedsee ee 200 §54 
center for nursing .................eeeseeee eee ee ; 198 
medical education council .............. 181 
risk management special fund .......... 186 
special and revolving funds ............ 200 §55 
Workforce development programs : 148 
SALES 
Agricultural products 
inspections and certifications; amendments .................eceeeceeeeeeeeeeeeeeeeeens 49 
proof of ownership for sale and resale of commodities .................. sc esee enone 20 
Alcohol sales to minors; liability for injuries or damages .................cceee seer eee 69 
Antitrust class actions; damages ......... 2.0... ececce cence cence eee eeeeeeeeneteeeneneees 13 
Cigarette and tobacco products; enforcement of tax laws .............cecseeeeeeeeeeeee 77 
Collision damage waivers for rental vehicles; commissions on sales ............2..++. 155 
Electric personal transportation devices (SegwayS) ............seceeeeeeeeeeeeneeenanee z 180 
Internet sales and e-commerce; multi-state sales and use tax enforcement 
AGTECMENIS:, oScteei ew bird theeNavercwesiiintcds. Sle eaastaeetanees auiiors ge leak oben deeess 173 
Legislative journals; sale and distribution function transferred to legislature ........... 28 
Motor vehicles 
dealer’s license exemptions ..............sccerescvoeeseeverereneeotensesscnsensessons 67 
fleet leasing contracts; terminable rental adjustment clauses .................cceseee 21 
manufacturer or distributor franchise operations; licensing .................eeeeeeees 126 
out of state purchase by military personnel ................ cece cece eee ence eee e eae ee 45 
Prescription drugs; generic drug substitutions ............:...eceseeeeeeeeeeeeeneeeeeens 56 
Salvinia molesta or minima, and pistia stratiotes; import od sale prohibited ......... 85 
Wine imported for personal use; reciprocal agreements ........5.......eceeeeeeee eee ees 153 
SCHOOLS 
see EDUCATION 
SECURITIES 
Banks, savings institutions, and trust companies selling securities; exemption from 
TEQISHAHON 2056 os scas svc tscie even Shadiclede ven ewe coma Se sdouena nua Sa'asce sine sane daaeseasees 17 
SEXUAL OFFENSES 
Age of consent for sexual conduct; temporary provisions made permanent ....... aio oe 62 
Child intrafamily sex abuse victims; appropriation for treatment services ............. Sp 3 
Exotic or nude dancing or pornographic performances by minors ..................56- 61 
Hate crimes; crimes based on gender identity or expression ..................eseeeeeee 33 
Kapiolani medical center; appropriation for sex abuse treatment center ............... 215; Sp 3 
Leaves of absence for victims of domestic or sexual violence or stalking ............ 60 
Privacy violations; video voyeurism in public places and destruction of recordings .... 48 
Protection or restraining orders; waiver of court costs and fees ................eeee eee 65 
Sex offender registration; requirements and release of information .................... 62 
SEXUAL ORIENTATION 
Hate crimes; crimes based on gender identity or expression ...............2eceeeeeeeee 33 
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SHERIFFS 
Assault against law enforcement officers .................ccccceeceeeeeeees 66 
Feasibility study on transfer to new department of law enforcement 83 
Peer support counseling .......... 0... cce cece ence ee eee eee eee ens eeeeeeeuseeeseneeneeaees 25 
SHIPS AND SHIPPING 
see HARBORS 
SMOKING 
Cigarette and tobacco taxes 
enforcement special funds 
appropriations from ...... 0... eee ccc e cece eee ee eee eee sea eeaeeeteneeesenseneenaes 178; 179 
assessment of administrative expenses ............ cece ese cese eee eeeseeceeesaneneus 179 
CONSOLIA ANON. 25 feds cic seh ced cee seed esnda deed seiseea'ves oac'e¥s vaceewalresele Sa Vetus bree s 177 
export or foreign cigarettes ..... 00... e ccc cece cece eee ec ence ee teeteaeeateneneseueenes 77 
registration of brand names and manufacturers, and enforcement of tax laws ...... 77 
Tobacco settlement 
APPFOpriations: HOM... veces sc oesh weeaca vanes ocdtead ens sede cove’ Saveiuleseenatee ccc 57; 178 
impact of diverting moneys; report ..............ec ec eee eee eee 200 §70 
manufacturers’ compliance ........... 0. cece eee eee eee beeenceeeeeseueseseuaeeaeeuenaes 71 
special funds 
assessment of administrative expenses 179 
Gepositsand USES: sr cicuesendwed ede vag Mesan uses adeeedsadea stlecisuaane sera coeedoeds 177 
SPORTS 
Caregiver consent for student to participate in activities ................cccceeeeeeeeees 99 
International sports training complex at Ko Olina resort; tax credit for 
GevelopMent iiss accuse vasecsccs sec aiagheccices spuden una de ds vale thaoaeteldaee desea eas 100 
Kayaks, sailboats, and other ocean recreation vessels; emergency radio beacons or : 
distress call equipment ..............s cece ece cece eee eee eee teeeneeeseeeteneeetenenenes 54 
Outdoor recreation; state and county duty to warn and immunity for dangerous 
Natural conditions... vor eveascncces savtele cedatgn ake dess wat aeseeee cn otien cacan eee 82 
Pacific Sports Medicine and Research Center, Inc.; special purpose revenue bonds 
CXCENGEM 3 eich siadecdecnatsestceeg Hecdlohyalde us ojeisclenipele’s dle ciasibty aed Sb ¥aeavaes Gus pubiedoaesee 160 
Skateboarding parks; state and county immunities for injuries and damages 144 
Sports hall of fame; state museum of sports history oF 102 
Stadium special fund; appropriation from .............. 178 
STATE DEPARTMENTS 
Contested case hearings; use of mediation to settle disputes ..................0c00e0ee8 76 
Criminal conviction of public official or employee ............. 0... ccccecseeseeeeeeeues 150 
Department directors and deputies; salaries set by executive salary commission ..... 122 
Father-friendly programs and activities; commission on fatherhood duties ............ 156 
Financial audits of state agencies and special funds; reimbursement for costs and 
EXPENSES: 6. co seeca desc ceceednccedven cases eestetaesceveedenecscasnentadeeetereecedmeacces Sp 4 
Purchase of goods and services 
awarding contracts, protests, and compliance of contractor with state tax and 
labor TaWS is ceiecc cvcdatnectis san eicalegdebtnat ede) Sadaa cage sedate See uca sero aaede ees 52 
payment by government procurement cards .......... 00... cece eee e eee e eee eneeeeneeeee 51 
procurement education and training institute ............ 0... cece cee ee eee ene eee ee 52 
State Internet portal and access Hawaii committee; extended ....................000005 110 
STATUTES 
General technical revisions ........... 00... ccc cc cc cece cece renee ence eee cease ees eeeateneee 3 
Obsolete ‘tax laws; repealed '...26..c.0c6sci.5c nies esos dee sededieadaveaecaesdbusecdievans 135 


ACT 


SUNSET AND REPEAL 


Extension of sunset or repeal 





access Hawaii committee ............ 0. cece cece eee e nee e reece eee cnet ener ereenneeeenete 110 
condominium law review and recodification .... 131 
condominium unpaid common expenses ......... 80 
criminal history record checks working group .. 95 
dental service plan regulation ..............c ccc eee e eee e eect ene e nee enee rene ren eeenees 128 
Kikala-Keokea infrastructure improvements appropriation ...............seseeeeeeee 43 
licensing of home and community-based case management agencies and foster 

farnily HOMES: foo scnie cine ods eke cg sed sna nnnie code eeoees Fonte ee seBdeves as Dscsea Fees 98 
special purpose revenue bonds ............. cece sence eee eee terete teeter nets ea enenens 96; 157; 158; 





159; 160; 161; 
162; 163; 164; 











165 
Temporary programs and provisions 
boiler and elevator safety revolving fund; repeal date changed 178 
center for nursing fee ............ ec ce cce cece eee e eee e eee e ne eeee sense eneeeeneees ees 198 
commission on fatherhood ...............- was 156 
dangerous public recreational areas 82 
invasive species COUNCIL ............ cece cece cece eee eee e eee e ence ene eeneeeeee teen enenes 85 
Ko Olina resort and marina and Makaha resort development tax credit ............ 100 
land exchange with Boy Scouts of America 27 
medicaid prescription drugs program .............cc cece see eee e ence sree eneeenaeneneee 191 
renewable energy technologies tax credit ............:ceeeeeeeeeeeeeeer 207 
South Kona wilderness area ........... 2.0 e sce e esc e eee eee e eect nee eeneenaeeeaerenerene 59 
Temporary provisions made permanent (sunset repealed) 
age of consent for sexual CONGUCE ............ ese cece eee ee nent et et eerste tee ereeen ens 62 
agribusiness development corporation board of directors .............-:eseeee eee ees 91 
Hui Imi advisory council ............ ccc cece cece cece eee eee nee e nee eeeeeneeeeeeeeeeees 42 
occupational therapist regulation ...............:cceecec eee ee eee eeeeeneee rere ter er enone 97 
organ and tissue education fee and special fund ...............:eceseeeeeeee seen en ees 88 
serious mental illness insurance COVETAge ........ 2. .ce eee e eee nee e nee e ner eneteneeeee 197 
SUPREME COURT 
Foreclosure appeals ........... cece cece eee e eee e eee ence cnet ene e ener esas eee eneneneeenenes 89 
Justices; compensation and retirement ............. sc cece eeee cence cnet ener eneeenee tenons 118; 123 
TAXATION 
see also specific tax 
Delinquent taxes; investigation and compromise on debt and penalties ............... 136 
Simplified sales and use tax administration ..............cecesceeceeeeeeeetenetet enone 173 
Tax reserve fund; changed from special fund to trust fund ...............eseeeeeeeeeee 135 
TEACHERS 
see EDUCATION 
TELECOMMUNICATIONS 
Internet 
e-commerce sales and use tax enforcement agreeMentS ............ 2c sceeeeeeeeeeeee 173 
state Internet portal and access Hawaii committee; extended .................eceeene 110 
tax delinquencies posted on state Website .............ccceeeeeeeeee eect ene renerenees 136 
unclaimed property notices on state website ...........:.cceseeeeeeeeeeeeeeneeeeenene 74 
Legislative broadcast program; appropriation ...............cceesee ence erence enero renes 1 
Public utilities commission; effectiveness and enforcement analysis 94 
Telecommunications relay services for persons with hearing or speech disabilities; 
program implementation and surcharges to fund services ............:6.seeeseeeneee 50 
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TELEVISION AND FILM INDUSTRY 


Film facility; special fund repealed; transfer of moneys; and appropriation for 
OPELAUON os oe cse ee ce ckaceeedaeweegectedigecestvnbuses cess 
General excise tax exemption repealed 





THEFT 


Agricultural products; proof of ownership for sale or transportation of commodities ... 


TOURISM 


Airport passenger facility charge revenue fund ............ 0... cccc ccc eeeeeeeeeeeeeeenes 
Cruise ship industry; harbor facility leases ......... 0... ..ccecceeeseeeeceeeeeeaeeeneeenee 
Ecotourism; funding trails and access program ..............cceeceeeeeneeeeceseeeeeuves 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 
Rental vehicles 

collision damage waivers; rental agent’s commissions on sales ...............0e000+ 

Shipping of vehicles ............:.scecceseecesccsnccoesnceceestensrerencerenstesseeaees 
Sports hall of fame; state museum of sports history ........... 0... ccccesceeeeeeeeeeeere 
Tourism authority; expenditure reports 2.2.2.0... ccc cece ese eee cece ene e ence eeeeenee 


TRADE REGULATIONS 


Agricultural products grading and standards; amendments .................0ceeeeeeeees 
Antitrust class actions; damages ..............ceccceeseeeseeeeeeeeseeeeeneeeeeeeeeeenee 
Check cashing businesses; time period and face value of check for deferred 

deposit (payday loans) ..........cccceece eee eee erent neces ence esenaeeseeseeeeeaeenerenen 
Cigarette and tobacco products; registration of brand names and manufacturers ...... 
Electric personal transportation devices (Segways) ............seseeeeseceeeeeneeeeenees 
Insurance licensees continuing education course providers ...............eeeeseeee enone 
International matchmaking organizations ..............0.sceeeeeee ee eee eect ee eeneneeenens 
Motor vehicles 

manufacturer or distributor franchise agreements ...............ccccceeeeeeeeeen eens 

towing companies; county regulation .............. cscs cece eee e cece eee ene tenet tenes 

when dealer’s license required 
Trademarks and trade names 

AMENAMENES ‘ss vies dec sseadaver cusses pees canevaeosasane eeu smueds bute Labs ses Ged veew ters 

registration of prints and labels repealed ............. 0c cece cece cnet eee neneeees 








TRANSIENT ACCOMMODATIONS TAX 


Ko Olina resort and marina and Makaha resort development; tax credit .............. 
Trails and access program funding ................ cece cece eee ene ee ee ee eeeteeeteneenaee 


TRANSPORTATION 


Claims against the State; appropriation from highway fund ...................eeee eee 
Fixed rail or monorail transit system for Oahu; county excise and use tax surcharge 
TOPCASE <p iiasicinicts viniare Ga dieina Usig cele Dates Dee ahee dee eg sea i ew ees auelianbedartisateHaeayaaeees 
Harbor facility leases for maritime-related industries ............... 0.0 cece eeee ener eres 
Special funds; authorization to expend funds above legislative appropriation; report ... 


TRUSTS AND TRUSTEES 


Securities sales by trust companies; exemption from registration ....................6+ 


ACT 


20 


100 
113 


58 


135 
127 
213 


17 
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ACT 


UNCLAIMED PROPERTY 








see ABANDONED PROPERTY 
UNITED STATES 
Agricultural inspections and certifications; cooperative agreements ................56. 49 
Elections; appropriation for state matching funds 195 
Housing programs special funds .................. evsseens 36 
Job training programs; staffing ............... cece cee eee cece eee ene ene tent eee eeneees 103 
Medicaid expansion programs; prescription drugs income eligibility limits ........... 191 
No Child Left Behind Act; compliance report ............. ccc cce cece ence een eneee eens 200 §43 
UNIVERSITIES AND COLLEGES 
Chaminade University; special purpose revenue bonds ..............:.scseeeeeeeeeeenee 170 
UNIVERSITY OF HAWAII 
Bridge to hope program; appropriation ...............c cece cece cece cere eee e nee eneeeeeees 215; Sp 3 
Center for Nursing. ciiacecccsaee to cles cemaonsine die cea cued oem'eede shoe's sos’ sigc pened oSeieeee ne 198 
Claims against the university; appropriation ................e eee eee ence eeee ene eeeeeees 130 
Faculty 
collective bargaining agreements; appropriation ................seeceee serene eeneeenee 140 
multiple part-time positions; retirement system eligibility .................seeeeeeeee 119 
Graduate medical education program and council ............ceeeeseee teense essen eens 181 
High technology research and development; appropriation for commercialization ’.... 200 §4 
Job training programs; reports on effectiveness .............ceeceseeeeee eee eeeteneeeeene 148 
Public procurement institute ..............c cece cece cece eee cence eee eee e eee neeeeeeeeenees 52 
Risk management program and special fund .......... 0... ..ceecee eee eee e eee e eee eeeeees 186 
Special funds and accounts; reports ........ 2c ccc cee ee ence eect eee eee terete tenten eens 200 §55 
Teacher education coordinating committee; membership 78 
USE TAX 
Amendments 3.2. 52sec cccic obee bh ayiso tienes one sve eee Sena sed son Vee seeee ee edea eed ere 135 
County excise and use tax surcharge; repealed .............. ccc eceee ence eee ee ence neues 135 
Internet sales and €-COMMELCE ........ 6. cece eee eee eee e eee e eee eee ne eee eteaenenenes 173 
Ko Olina resort and marina and Makaha resort development; tax credit .............. 100 
Multi-state sales and use tax enforcement agreements ..............cccce cece sence ee eeee 173 
VICTIMS OF CRIMES 
Child intrafamily sex abuse victims; appropriation for treatment services ............. Sp 3 
Crime victim compensation; feasibility study on transfer to new department of 
Taw enforcement 512 sa taceaceteecstidecslaesinsas sige ssa taeniacslces code a0 Seed need aves Sea o6 83 
Dependent elder abuse; civil actions ..........1...csceeeecneeeeeen sesso eceeeeeesese ener 196 
Domestic violence, stalking, or sexual assault victims 
leaves of absence from employment ...............cscee ees eee cence eee e eee eeneeeneees 60 
waiver of court costs and fees for protective orders ............. ce ccs cece ee cena eee 65 
Harassment by stalking; amendments .............. 2. .ccse cece cence cece nese eeeeeeeeene : 68 
Hate crimes; crimes based on gender identity or expression ...............cceeeeeeeeee 33 
VOLUNTEERS 
Disaster relief services; leaves of absence for public employees ..................40005 24 
Parking for disabled persons; enforcement Officers ..............ccesee eee e eee eeeeeenees 30 
School maintenance and repair; public-private partnerships ................:cceseeeeeee 214 
Skateboarding park development and maintenance; immunity for injuries to users ... 144 
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WATER RESOURCES 


Boards of water supply; workforce modernization projects for personnel ............. 
Irrigation 
agricultural water use and development plan; report extended ...................065 
east Kauai irrigation system; appropriation ...................cccsececeseceesuvsseuens 
Waiahole water system revolving fund; appropriation from ...................000008 
Waimea irrigation system; replacement of Puukapu Homesteads bridge ............ 
Water resource management commission 
Membership wed hac sssyssesic vse rseavece vod cdgeseeete eeewehesediees ete 
special fund; appropriation for public land trust proceeds 





WOMEN 


Cervical cancer 

early detection research and development ................ccceececeeceeceneeesteseeees 

examinations by hospitals; repealed ......... 0... .. cece e sce e cece ee eeeceeeteeeneeeees 
Domestic violence, stalking, or sexual assault victims 

leaves of absence from employment ................ccceeece ene eenseceseeeseeeeeenenes 

waiver of court costs and fees for protective orders 
Emergency contraceptives; pharmacists may dispense 
Harassment by stalking; amendments .................cecceecee eee eeee ence eecseeeeneneee 
International matchmaking organizations; disclosure of prior criminal and marital 

History ‘information... ees. te etene sae see seve ode neues vada velnasde Adee cesadeedeadee' 
Maternal and child health services; reports 
Pacific Women’s Center, Inc.; special purpose revenue bonds extended .............. 








WORKERS’ COMPENSATION 


Occupational therapists and assistants; insurance coverage for services ............... 
Public contracts; compliance of contractor with state labor laws ................0ce0ee 
Public employees; report on claims «0.0.0... ... ccc e cece cere ener erecta eeneeneeeeennens 


ACT 


171 
52 


* 200 §72 
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